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erence meeting, 409, 518; Experi- 
mental e.h.v. transmission line, 418; 
Brook Motors subsidiary in, 4195 vohee bis! 
tribution in Toronto, 448; 
transmission voltages in Hi tan 548; 
Atomic energy deputation’s British visit, 
771; Dewhurst & Partner subsidiary in, 
Adam Beck power station turbines, 
hydro-electric power 
station, 937; Hydro-Electric Power Com- 
mission of Ontario annual report, 954; 
Rocky Mountains hydro-electric project, 


960 
Canteens, Booklet on industrial, 1148 
Capenhurst Works, 209 
Car body painting plant, 831 
Carbonisation plant, Equipment for, 1148 
= Castle, “ Son et Lumiére ”’ display at, 

162 
Caroline Haslett Memorial Fund, 777 
Caroline Haslett Trust lecture, by Mrs. E. M. 

‘Pickford, 960 
Castings, Frozen mercury patterns for pre- 


cision, 244 

Castle i power station, Official 
opening of , 788 

Cnee ray tubes: Recovery scheme for, 22; 


acture of, 667 
Cathodic protection: ——— of metals, 93; 
Lagos bridge installation, 410; ——, by 
L. B. Hobgen, 992 
Ceiling heating installation, 290 
Celluloid in the tropics, Report on, 119 
Census of Production, 1097 
Central Electricity Authority, Final annual 


of the, 595, 597, 639 
Cen Electrici erating : Pre- 
sentation to Kingston Technical College, 


11; Contracts placed, 21, 85, 305, 419, 
8, 570, 736, 751, 923, 967, 1018, New 
roject Groups apna, © 67: 
= installed, 139; Collier fleet 
sie te 2g 335; Injunction phn pw to, 
Betsy pumping Ferra Ban 


=m programme, 640; Banksi 
digital computer, 670; Film on collier 
fleet of, 836 
CERN annual report, 212 
Ceylon: Substation equipment for, 19; 


Development in, 27, 219; 

imports, 92; a ty P ene scheme, 448; 
Pope’ supply industry reorganisation, 
Wace 1163; uclear power in, 820; 
ater power — in, 975; 


Channel * ~ Telephone cable, 20; 
Patents in the, 66 

Chapel Cross Sao power station: First 
reactor in operation, 914 

Charles le Maistre Mi Lecture, by 
Prof. R. Vieweg, 328 

Charrington, Gardner, Locket & Co., Poplar 
oil storage depot of, 903 

a ae. electrical installations, 374 


ues Act, 2 
Chit a" of Factories, Annual report of, 


Chief Ir ce of Mines and Quarries, 1957 
report of, 1040 
China, Trade with, 159, 228, 253, 342, 343 
Circuit protection, Bridge 
leakage system of, y R. W. Bridgland, 


City ‘a Guilds of London Institute, New 
address of, 870 

City Temple electrical installation, 867 

Clarence Dock power station smoke problem, 





306 
Clean air: Instruments for 


measurements, 
228; Handbook on —— Act, 247; 
Smokeless zones, 351; Conference and 
exhibition on, 833; let on electricity 


and, 867; ——— campaign, 1010 

“ Clean the Air” apg 865 

Clock, Willesden floral, 42 

Coal: Annual aro of Industrial and 
Domestic Consumers’ Councils, 304; 
Use of small, 1012 

College of Technologists, 896, 931 








Collier fleet, Reduction in C.E.G.B., 274, 306, 


335 

Colliery winders, 868, 1050, 1198 

Colombia: Credit insurance cover, 207 

eae | identification of electric wiring, Origin 
ot, 997 

Combustion Engineering Association: Con- 
ference venue, 373 

** Comet 4,” Power system of the, 807 

Commercial consumer survey, 786 

Commonwealth development, 204 

Commonwealth Preference Regulations, 1008 

Competitions: Egg cookery, 21; Industrial 
art bursaries, 101; Window display, 208, 
921, 1050; Trade literature, 422; Cookery, 
§23; Public speaking, 920; Illuminated 
sign, IOII, 1096 

Compulsory arbitration, Abolition of, 821 

Computers, see Electronic computers 

Conference on Technical Education, 593 

Consulting engineer and his contribution to 
ons economy, The, by J. S. Tritton, 
10) 

Contract price adjustment formula, 160, 335, 
568, 776, 965, 1150 

Controlled thermonuclear reactions, by D. W. 
Fry, 1128 

Conway bridge, New, 1050 

Cook Strait trial cabie, 21 

Cookers: Survey of electric, 434; Hotplate 
display device, 470; Hotel kitchen 
installation, 470; Electric design, by 
Mary George, 692; Price reductions, 
738; Display units for, 823 

Cooling tower heat distribution system, 570 

Cooling tower timbers, Preservation of, 975 

Copper, Sale of Government stock of, 870 

Corrosion, Cathodic protection of metals from, 





93 

Council houses: Morpeth, 219; Glasgow, 305, 
448; Newcastle-on-Tyne, 351; Felling, 
389; Hampstead, 389; Tenants’ freedom 
of choice, 813; Gateshead, 870; Bexhill, 
920; Southampton, 966; Smethwick, 966 

Council of Industrial Design: Duke of Edin- 
burgh’s Prize for Elegant Design, 737; 
Engineering design conference, 1122, 1156 

Courts, In the, 362, 967; Deferred injuries 
claims, by F. E. Sugden, 455 

Cows, Accidental electrocution of, 1048 

Crabtree, J. A., & Co.: Short-circuit testing 
station of, 519; Exhibition by, 738; 
Mobile display unit, 870 

Cranes, Order for electric, 824 

Crawley (Sussex), Fiftieth anniversary of 
public electricity supply in, 389 

Crompton Parkinson: Ceylon substations 
contract, 19; Exhibition, 71; South 
African contracts, 208; Irish lamp manu- 
facture, 246 

Cross-Channel wer cable project: Sea 
trials, 578; Progress, 909 

Crystal pulling unit, Silicon, 294 

Customers’ safeguards, 688 

Customs and Excise Tariff, New, 1148 

Cyprus, Annual report of Electricity Authority 


of,94,179 
Czechoslovakia, British lamp-making machin- 
ery in, 659 


Dairy show, 776 

Dalmarnock power station extensions, 877 

Damages claim, 362; Deferred 
injuries, by F. E. Sugden, 455 

Data Processing, 921, 1097 

D.c. transmission, High voltage, 896 

Deferred injuries claims, by F. E. Sugden, 455 

Denmark, Electrical trade of, 272 

Department of Scientific and Industrial 
Research: Radio Research Board’s annual 
report, 212; Research programme control, 
246; Second five-year plan, 1186 

Derby Cables, New cable shop of, 916 

Deriaz turbines at the Adam Beck power 
— by P. Deriaz and J. G. Warnock, 
49 

Design conference, Engineering, 1122, 1156 

Development Corporation of Wales, 568 

Development of Inventions Bill, 970, 1012 

Dewhurst & Partner: Canadian subsidiary 

_ formed, 777 
Diesel engine manufacturers’ agreement, §71 
Digital computer, A transistor, by R. C. M 
_ Barnes and J. H. Stephen, 871 

Dimplex: Visit of E.C.A. branch to works of, 
57; Display material, 660 

Diploma in Technology, First awards of, 552, 
559 


for 
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Direct nuclear generation, Research into, 1030 
Display material, 372, 493, 522, 524, 571, 624, 
__ 660, 823, 869 , 
Distillers Co., Power factor correction capacitor 
installation at works of, 669 ; 

— methods, Parliamentary question 
on, 81 

Distribution problems, 848 

District Line modernisation progress, 1073 

Dollar countries: Trade with, 568; Licensing 
of imports from, 623 

Dollar Exports Council: Report on Canada, 
188, 215; Conference, 736 

— appliances, Selling, by Kenn Rogers, 
105 

Domestic electrical equipment: Imports of, 
84; Electricity Boards’ sales of, 85, 306, 
487, 751, 937, 975, 1119; ——— in America, 
383; American trends in design, by Mary 
Gilbert, 743 2 

Domestic electrical equipment surveys: Fires, 
28; Low temperature heaters, 120, 170; 
Blankets and pads, 256; Cookers, 434; 
Food mixers, 630; General survey, 
699-730; Hair dryers, 882; Thermal 
storage water heaters, 1064, 1097 


“ Domestic Heating ** survey, 1049 
Domestic load growth, 687; ——, by D. J. 
Bolton, 739 


Domestic science conference, Scottish, 1051 

Dominican Republic, Industrial growth in, 139 

Dorman & Smith: Works move, 71; Preston 
factory of, 1198 

Dorman, ng & Co., Booklet on post-war 
development of, 1200 

Dounreay nuclear reactor project, 251, 252 

Downes & Davies, Golden jubilee of, 626 

Drakelow “ C ’’ power station project, 836 

Dresser (Great Britain), Formation of, 569 

Dungeness nuclear power station project 
inquiry, 937, 1168, 1202 

Dust emission problem, Newcastle, 937 

Dwellings, All-electric, 305 

Dynamometer, Swinging-frame clectric, 466 


Eartu continuity tester, by Ira Toop, 25 

Earth leakage system of simple circuit protec- 
tion, by R. W. Bridgland, 114 

East Midlands Electricity Board: Tariffs, 389, 
487, 751, 1163; Overhead lines in villages, 
487, 1163; Cable damage action, 967; 
New Nottingham premises opened, 1010; 
Engineer’s death, 1o11 

East-West trade: Embargo list revision, 342; 
Background to, 343 

Eastern Electricity Board: Presentation to 
consumer, 27; Bedford showroom 
modernisation, 27; Harlow substation, 
139; Ipswich Service Centre, 351; 
Supply to Basildon factory, 487; ew 
hire-purchase terms, 879; Colchester 
service centre opened, 879; Broughton 
primary substation, 974 

Eastern Europe, Trade with, by K. F. A. 
Johnston, 467 

Edmundsons Electric Co., Acquisition by, 116 

Education: Courses for technical college 
teachers, 20; Awards to university 
students, 81; and industry, 142; 
Sandwich courses, 168; Technological 
awards, 253; Engineering, 353; Part-time 
teaching, 354; ——— in America, 354; 
Pamphlet on technical, 5565 Conference 
on technical, 593; Classified bibliography 
on development of technical, 807 ; Govern- 
ment programme, 866; Students’ fees, 
1159 

Egypt: Aswan Dam project, 880 

Ekco Electronics’ mobile demonstration unit, 
European tour of, 569 

Ekco-Ensign lighting exhibition, 1008 

Electric cable progress, by S. E. Goodall, 735 

Electric cooker design, by Mary George, 692 

Electric fence, Fatality caused by, 206 

Electric floor heating practice, by R. D. 
Jackson: I—Fundamental principles and 
heat loss calculations, 1085; IIl—Heat 
flow in solid floors, 1129; I1I1—Surface 
temperatures and control methods, 1169 

Electric Light Fittings Association: Technical 

mmittee’s works visit, 823 

Electric tractor plough, 623, 651 

Electrical Association for Women: 
Egg Cookery Competition, 2: 

Electrical Catering Equipment Exhibition, 1009 

Electrical centenary, An, by W. T. O’Dea, 1039 

Electrical contracting industry: Cleaning up 
the, 941; Agreements booklet, 1096 





National 


Electrical Contractors’ Association:  i9§ 
annual dinner venue, 469; Bristol Branc'! 
works visit, 776 

Electrical Engineers’ Exhibition: 

21; Film of 1958. .737; 
‘oreign firms, 867 

Electrical equipment, Breakdown of, by F. E. 
Noakes, 852 

Electrical Industries Benevolent Association: 
New members, 20; Annual meeting, 112; 
Year Book, 777; Annual ball, 958, 961 

Electrical Industries Club: Ladies’ Luncheon, 
70; October luncheon, 738 

Electrical industry, Employment in, 94 


1959 venue, 
Decision on 


Electrical installation work, Design and 
execution of, by R. A. Marryat, 789 

Electrical installations, Adequate: 7 
for, (596: —— by J. I. Bernard, 689; 
L.E.E. symposium on, 756, 1055, 108 

Electrical Power Engineers’ Association : tra 
payments discussion, 386; Membership 


figures, 470; Annual dinner, 1042; Pay 
claim, 1098 
Electrical social functions, 896 
Electrical technicians, Status of, 1047, 1100 
Electrical Trades Union, T.U.C. and, 1200 
Electrical Wholesalers’ Federation: Liaison 


with R.W.F., 470; Scottish Section 
mecting, 733 : . 

Electricity and food production, by Sir Harold 
Hartley, 747 


Electricity Boards: Presentations to con- 
sumers, 27; Damages claims, 80, 1048; 
Sales of domestic appliances, 85, 306, 487, 
751, 937, 975, 1119; 1957-58 trading 
results and operations, 600, 664; Tasks 
of the, by R. W. Steel, 778; Meter 
reading experiment, 813; Membership of, 
970; msumers’ deposits, 1047; Alleged 
fraud on, 11555 Appointments to, 1186 

Electricity Boards’ sales: June, 178; July, 
388; August, 583; September, 836; 
October, 1018 

Electricity (Borrowing Powers) Bill, 1134 

Electricity Council: Commercial consumer 
survey, 786; Scholarships, 1004, 1122; 
Annual report suggestion, 986 

Electricity supplies, Standardisation of, by 
E. H. Jesty, 452, 453 

Electricity supply failures, 305, 836, 969, 1155 

Electricity supply industry: Investment pro- 
gramme, 16; Committee on co-operation 
with gas industry, 16, 751, 1047; Load 
factor in the, by D. Bellamy, 164; Coloured 
chart of, 246; Associations, 274; Les:ons 
from the French, by J. Harley, 360; 
Reinforcement or expansion ?, 400; 15457- 
58 annual report, 595, 597; Staff salaries 
increases, 775; Development in the, by 
D. P. Sayers, 835; Scholarships, 1004, 
1122; Borrowing powers increase, 1134 

Electroflo Meters Co., Spray booth installation 
at works of, 891 

Electro-Heat and Productivity Exhibition, 375, 
880, 947 

Electromagnetic transducers, by M. T. Mason, 


757 

Electro Mechanical Manufacturing Co., 
Acquisition of, 208 

Electron emission at the cathode of a cold arc, 
E.R.A. report on, 462 

Electron microscope, 1149 

Electronic Computer Exhibition, 521, 987 

Electronic computers: for nuclear power 
problems, 21; Induction motor analogue, 
269; Belgian order for, 338; Exhibition 
and symposium, 521, 987; Atomic 
Energy uthority’s order for, §22; 
Bankside House installation, 670; Relia- 
ag of, 848; Transistor digital, by 
R. C. M. Barnes and J. H. Stephen, 871, 
904; High-speed, by D. Eldridge, 872, 
904; Manufacture of, 942; EUCE 
developments, 962; British Railways 
installation, 1009; ACE installation at 
National Physical Laboratory, 1017; A 
transistor type, 1056; Three-cabinet 
analogue, 1149; Booklet on, 1149 

Electronic control system for machine tools, 70 

Electronic Forum for Industry, 80 

Electronic products, Permanent exhibition of, 





1051 oa 
Electronics: Rome —— and Nuclear Exhibi- 
tion, 69; Exhibition, 247; —— and 
automation, 895; ——— in the steelworks, 


by J. K. Edwards, 897 
Electrostatic precipitators installation, 881 
Electrotechnical Vocabulary, 374 
Elliott-Automation Group: American agree- 
ments, 572, 736 




















ELECTRICAL REVIEW INDEX—JULY-DECEMBER 1958 


E.M.B. Co., Jubilee of, 163 

Embargo list revision, 253, 316, 342 

E.M.I. Group: Conferences, 570; Electronic 
ae exhibition, 1051 

Employees, Consultation with, 68% 

Enfield Cables: High-voltage testing labora- 
tory, 103; Works visit, 336 

Engineering: O.E.E.C. report on —— pro- 


duction in Europe, 142, 151; —— 
education, 353; ——— in Europe, 370, 
1002; et on —— opportunities for 
ae $22; Industrial design in, 1122, 
115 
Engineering Research Association, 117 
Engineers: Professional —— conditions, 273; 





— and the community, by A. G. Milne, 
5 

Engineers’ Guild, 273 

English Electric Co.: Window display com- 


petition, 208; Locomotives for East 
Africa, 420 1099; Cooker hotplate 
dis-“'ay ice, 470; Turbo-alternator 


order, 471; Diesel-electric locomotives 
order, 471; Heating cylinders for new 
offices of, 737; Australian railway con- 
tract, 738; Window display contest, 9215 
Electronics Division activities, 962; South 
African power station order, 1098 
Ericsson Telephones, New factory for, 248 
Euratom: Proposed U.S. agreement, 22; 
Relations with, 1395 Technical collabora- 
tion with, 251; Negotiations with, 1182 
Europe: O.E.E.C. report on engineering 
production in, 142, 1515; Market research 
organisation covering, 2703; Electricity 


statistics publication, 585; Publications 
on trade with —— and the mmon- 
wealth, 1137 

eee x Federation of Purchasing, Formation 
of, 821 

European Free Trade Area, 188, 252, 965, 
1012, 1094 


European Organisation for Nuclear Research, 
Annual report of, 212 

European Organisation for Quality Control, 
1010 

European trade, Courses on, 1149 

Excitation system, Static, 43 

Exhibitions: “Atoms for Peace,” 401, 473, 
496, pie: Bakers’ and Confectioners’, 
920; British Electrica] Power Convention, 
657, 1008; British Trade Fair, Lisbon, 
118, 375; Brussels, 73, 81, 159, 161, 400, 
21, 658, 773, 774, 817, 821, 10965 

tering equipment, 1009; ean air, 

833; “Clean the Air,” 865; Crabtree, 
738; Crompton Parkinson, 71; Dairy 
Show, 776; Electrical Engineers’, 521, 
737, 867; Electro-Heat and Productivity, 
375, 880, of ; Electronic Computer, 

21, 987; lectronic products, 1051; 
lectronics, 247; Electronics and Nuclear, 
Rome, 69; Factory Equipment, 273i 
Farnborough air display, 400, 428; ‘ood 
Fair, 422; Fuel Efficiency, 5813; Great 
Yorkshire Show, 178; eating for 
Business and Industry, 624; Helsinki 
Trade Fair, 968; Henley’s, 114; Home 
Life, 521; Ideal Home, 1010; Ilford 
Horticultural Show, 292; Industrial 
rocess heating, 628; Inverness space 
eating, 751; Kent County i 
Show, 102; urence, Scott, 822; 
Lighting, 469, 1008, 1048; Mobile, 472; 
Motor Show, 833; Mullard educational, 
114; National Poultry Show, 1049, 1152; 
National Radio, 376, 1147; Nylon 
industrial, 335; ptical instruments, 
661; Physi Society, 906; Public 
Works, 973; Rand Easter Show, 1011; 
Royal cashire Show, 207, 291; 
Royal Show, 79, 367; Royal Welsh Show, 
178; Southport Flower Show, 337; 18; 
Siemens Edison Swan, 290; Smithfield 
Show, 1151; Space heating, 751, 9743 
Stockport centenary, 1635 hermo- 
nuclear, 1185; Tunbridge Wells Agricul- 
tural Show, 306; Vienna Fair, 248, 470 

Export Credits Guarantee Department, 965 

Exports: Licensing changes, 162; Embargo 
list revision, 253, 316, 342; Background 
to East-West trade, 343; Control Order, 
489; Overseas competition, 777, 921; 
Nuclear plant, 986; Pattern of trade, 
1030; Iron and steel scrap licence, 1096; 
Booklet on South African market, 1147 

Extrusion machine company, New, 206 


Facrories Bill, 866 

Factory Equipment ‘Exhibition, Conferences 
at, 373 

Factory Inspectorate, 117 

Faraday House, Future training policy of, 908 

Faraday Lecture, by Dr. H. A. Thomas, 
10873 1959 venue, 872 

Farm electricity supplies, 969, 1047 

Farmers, Compensation for, 547 

Farnborough air display exhibition, 400, 428 

—— 206, 338, 411, 561, 658, 961, 974, 

Fault path Sogetee ice measurements, by A. J. 

2 
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Faulty wiring, Claim for injuries caused by, 362 

Federation of British Industries: Industrial 
trends inquiry, 2; Nuclear energy con- 
ference report, 780; Booklet on nationali- 
sation, 951 

Ferranti: Export orders received, 568, 1050; 
Buried distribution transformers, 942 
964; Transistor computer, 1056; Com- 
puter booklet, 1149 

Ferroelectrics, Properties and applications of, 


1013 

Ferrybridge “ B”’ power station, 596, 603-610 

ped storage project, by E. S. 
Booth and G. Kennedy, 850 

Field & Grant, New office bl of, 920 

Film studio electrical installation, 867 

Films, Industrial: Home laundry, 70; “ Con- 
= of the Atom,” 104; ientific Film 

ssociation’s annual meeting, ag 1959 

festival venue, 208, 970; North Western 
Electricity Board, 421; Merseyside and 
North ales Electricity Board, 506; 
Brook Motors, 523; Atlas Lighting, 569; 
International Scientific Film Association 
Congress, 672; E.D.A., 736; A.S.E.E. 
Exhibition, 737; ‘Collier Fleet of the 
C.E.G.B.,” 836; Preservation of cooling 
tower timbers, 975; “ Permali Progress,” 
1147 

Financial restrictions, Relaxation of, 52, 82 

Finland: Power plant for, 335; Helsinki 
Trade Fair, 968 

Fires, Electric, Survey of, 28 

Firth Cleveland Instruments’ fuel flow test 
house, 71 

Fish research station, 243 

Flats, Electrically heated, 547 

Flexibles, Repairing appliance, by E. Cc. 
Wadlow, 484 

Floodlighting installations: Football ground, 
206, 661; Kenilworth Castle, 880 

Floor heating practice, Electric, by R. D. 
Jackson: I—Fundamental princi les and 
heat loss calculations, 1085; ti—Heat 
flow in solid floors, 1129; I1I—Surface 
temperatures and control methods, 1169 

Floor warming: Installations, 27, 547, 659, 
764, 966; No purchase tax on, 802; An 
architect’s approach to, by R. B. Hellard, 


803; In tions in South Scotland, by 
W. Stevenson, 1073; A challenge to 
industry, 1077; —— practice, by R. D. 
Jackson, 1085, 1129, 1169 

Flour mill drive installation, 118 

Fluorescent lamp developments, 246, 418, 521, 
870, 966, 1008 

Food Fair, 422 


Food mixers, Survey of, 630 

Food production, Electricity and, by Sir 
Harold Hartley, 747 

Football ground floodlighting installations, 
206, 661 

Forgings & Presswork, Billet heating unit at 
works of, 1099 

Foundry firms’ agreement, 162 

France: Transatlantic telephone cable, 21; 
Poris-Lille railway electrification, 27; 


Lessons from the electricity supply 
industry of, by J. Harley, 360; Electrical 
man in, §21 


Free Trade Area: Commonwealth opinion on 
British participation in, 867; Negotia- 
tions on, 969 

Fry’s Metal Foundries, New foundry of, 777 

Fuel and power conference, 635 

Fuel Efficiency Exhibition, 581 

Fuel fiow test house, 71 

Fuel oil heating method, 737 

Fuel oil storage depot, 903 

Fuller Electric, Diamond jubilee of, 769, 781 

Electric: Large U.S. order for, 22; 
tinuous enamelling, for 

Canada, 115; atmosphere 





1135 
Controlled 


7 


heat-treatment, 482; New melting —— 


company, 568; Indian order for, r 
tion, 635; Induction —— for King’s 


for heat treatment, 1050; 


vacuum —— —— 1198 
Fusion of heavy hydrogen, by Dr. T. E. 
Allibone, 1186 


GaLvaNISING line, Continuous, at steel 


works, 95 : 
Garry bree scheme, by C. M. 
, E. B. Wilson, J. W. Thornton, 
and H. Headland, 1014 
Gas and electricity industries, Suggested co- 
ordination of, 16, 751, 1047 
Gas Council’s annual report, 756, 784 


Automatic train 
announcer at, 730 

Gearboxes, Test equipment for motor-car, 470 

Gear change control equipment, Automatic, 


1098 
Gear cutting works, Re-opening of, 834 
General Electric Co.: Scholarship awards, 21; 
Alternator voltage regulation system, 433 
Plant for cargo ship, 72; “* Export Guide,” 
161, 756, 7743 uorescent fittings con- 


tract, 246; Mine winder equipment 
contracts, 336, 419, 1198; Motors for 
London ransport, 419; Schoolgirls’ 
industrial course, 420; Australian con- 
tracts, $23, 737; 868; “ Process Hi 

*~ booklet, 523; Television 
plan, 568; domestic 


ment showroom, 776; Formation of trish 
company, 824; Hammermill order, pot 
T generator for New Zealand, 3 
Japanese nuclear energy agreement, 1008; 

_ changes, 10095 


Generating plant: 
and G. Nicholson, $1, 53; 
290; Long-service, 4185 
increase in, 496; Quick starting of, by 
J. F. Outram, 778 

Generation of electricity: Hydro-electric, I, 
81, 117, 159; Six months’ output, 178; 
June, 178; July, 388; August, 5835 
September, 797, 837; October, 1018; 
November, 1201; Developments in, 6393 
Economic integration of coal-fired, nuclear 
and hydraulic, by J. Henderson and 
C. L. C. Allan, 851; Research into direct 
nuclear, 1030 

Generators, Shaft-driven ships’, 856 

George Johnstone Lecture, by Sir Harold 
Hartley, 747 : / 

George Town (Penang) city electrical engineer’s 
annual report, 219 

German retail trade mission’s visit, 1000, 1094 

Germany. Western: 1957 electrical production 
and trade in, 308; Pumps for, 625; 
British equipment for tv. studio, 967; 
Simmonds Aecrocessories’ subsidiary im, 


1198 
Ghana: Volta River hydro-electric project, 
316; Trade mission to, 1147 
Glasgow: All-electric dwellings, 305, 4483 
Abandonment of tramways system, 351, 


879 
Glen Moriston hydro-electric scheme: 
sion, 268; Official opening, 616, 683 
Gloucester Cathedral, “Son et Lumuére 
display at, 337. 389 
Gold mine winder equipment contract, 336 
Goodyear Tyre & Rubber Co. (Great Britain), 
Motor-generator sets installation at works 


” 
. 


ot, 77. 

Gothic Electrical Supplies, New Lincoln 
premises of, 209 

Gramophone record moulds, Galvano-plastic 
machine for producing, 485 

Great Yorkshire Show, 178 

Greenhouse for growing rubber trees, 243 

Greenwich “* Son et Lumiére ™ display, 242 

Grimethorpe power station, Opening of, 79 

Grimsby Dock improvements scheme, 966 

Grundig (Great Britain), Sydenham factory 
of, tr 

G.W.B. Furnaces, Control gear demonstration 
caravan of, 77S 





Hair dryers, Survey of domestic, 882 

Hammermill, Large swing, 965 

Hams Hall “ C” power station, Batteries for, 
06 


2 

Handling large products, 802 

Harris & Sheldon (Electrical), Lighting fittings 
exhibition by, 1048 

Harwell: Reactor School course, 112; Isotope 
School, 117; Plant for, 1049; Proton 
synchrotron for, 1097 

Haslett, Caroline, Memorial Fund, 777 

Haslett, Caroline, Trust lecture, by Mrs. E. M. 
Pickford, 960 

Hawker Siddeley Group reorganisation, 659 

Hawksley, Thomas, Lecture, by Dr. L. L 
Beranek, 1040 

Heat pumps, Purchase tax on, 1095 

Heat-resistant material, Vitreous, 202 

Heaters, Survey of low temperature, 120, 170 

Heating: Floor —— installations, 27, 547, 659, 
764, 966, 1073; Pool installation, 

















243; Road experiments, 244, 623, 
837; Ceiling installation, 290; 
Cheltenham conference, 487; Booklet 
on process 


am 255 Space, 552; 

Control of storage, by W. K. Allen, £7 
Building construction and space, by R. I. 
Ellarby, 596, 611; “ for Business and 
Industry’ exhibition, 624; Industrial 

rocess exhibition, 628; Home, by 

. Gogan, 688, 696; Space exhibition, 
751, 974; No purchase tax on floor 
installations, 802; An architect’s approach 
to floor by R. B. Hellard, 803; 
“ Domestic ” survey, 1049; Floor 
warming—a challenge to industry, 1077; 
Electric floor practice, by R. D. 
Jackson, 1085, 1129, 1169; Open area, by 
A. B. Hillier, 1105 

Heating Centre, Opening of, 208 

Heavy water, New method of producing, 375 

Heenan & Froude: “ Multiform ”’ manual, 570 

Helicopter, Electrically powered, 561 

Helicopter rotor blade test tower, 1010 

Helsinki Trade Fair, 968 

Henley’s, W. T., Telegraph Works Co.: 
Sheffield exhibition, 114; A.E.I. offer for, 























640 
High Marnham power station, 283, 315, 
_ 317-321, 355-359, 422. 
High voltage d.c. transmission, 896 
High voltage lightning arrestors, by R. G. 
Terry and K. Dannenberg, 928 
High-voltage testing laboratory, 103 
Hinkley Point nuclear power station project: 
Plutonium from, 82; Construction pro- 
gress, 218, 433, 837; Protest over, 651; 
.v. cable for, 736; Canadian deputation’s 
visit to, 771; Fuel element fault detector 
equipment for, 960 
Hire-purchase: Future of, 400; Control 
relaxation, 521; Control removed, 817; 
and inflation, 1095, 1121 
Holden & Brooke, 75th anniversary of, 113 
Holland: Nuclear power station project, 306 
Home and export trade, 848 
Home freezers, Refrigerators and, by Helen 
Key, 746 
Home heating, by J. Gogan, 688, 696 
Home Life Exhibition, 521 
Honeywell Controls, New headquarters of, 
287, 292 
Hong Kong: Electrical trade of, 50; Radio- 
telephone equipment for, 737 
Hoover: Washing machine production by, 9; 
New publication by, 472 
Hospitals: Switchboard installation, 248; 
Power supply failure complaint, 305; 
Deep X-ray equipment installation, 415 
Hotel kitchen cooking equipment installation, 
47° 
Hotpoint, New vehicles for, 421 
Houses, “ Split-level,’’ 966 
Housing estate supplies, 801 
Hunterston nuclear power station: Construc- 
tion progress, 77; Estimated operational 
date, 751 
Hydro-electric generation, 1, 81, 117, 159 
Hydro-electric plant contracts, 469 





Icz cream factory, 246 

Ideal Home Exhibition: 1959 venue, 1010 

Igranic Electric Co.: “Open” day, 657; 
New Zealand contract, 821; Merger with 
Brookhirst Switchgear, 1098 

Ilford Horticultural Show, 292 

Illuminating Engineering Society: Presidential 
address, 782; Jubilee of, 1108 
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Immersion heaters: E.R.A. report on failures 


of domestic, 643 

Imperial Chemical Industries: Turbo-genera- 
tor at works of, 163; Titanium annealing 
furnace installation, 970 

Import duty: Iron and steel products, 290; 
Instruments and apparatus, 1148 

Import Order, Porcelain insulators, 70 

Incorporated Plant Engineers, 644 

Index of retail prices, 206 

India: Five year plan, 179; Durgapur 
steelworks progress, 246; Locomotive for 
eg oo steelworks; News from, 468, 
820; ithon power station opened, 468; 
Nuclear energy prospects in, 468; Fur- 
naces for, 570; Proposed cable factory, 
822; Wolf Electric Tools in, 1097; 
Rai!way equipment contract, 1150 

Indivisible loads: B.E.A.M.A. memorandum 
on, 212, 228, 251; Preston By-pass 
regulations, 1097 

Induction furnace for King’s College, 968 

Induction motor analogue computer, 269 

Industrial design in engineering, Conference 
on, 1122, 1156 

Industrial development, Parliamentary question 
on, 252 

Industrial Disputes Tribunal, Abolition of, 821 

Industrial Health Conference, 822 

Industry and the House, by A. M. F. Palmer, 
17, III, 818, 1003, 1183 

Industry, Modern lighting in, by C. Dykes- 
Brown, 507 

Installation inspection, Booklet on, 836 

Installation ae, Modern, by P. A. Bell, 924 

Institute of Industrial Supervisors, 968 

Institute of Metals golden jubilee, 383 

Institute of Welding: Presidential address, 


942, 962 

Institution of Electrical Engineers: Conver- 
sazione, 15; Premium awards, 68; North 
Lincolnshire meetings, 98; Elections, 
110; Report on training of student 
apprentices, 215; Convention on tran- 
sistors and semiconductors, 316, 656, 
1030, 1060; Section chairmen, 363; 
Centre chairmen, 412, 558; Benevolent 
Fund annual report, 560; Supply Section 
Summer Meeting, 619; ub-Centre 
chairmen, 652, 812; North Midland 
Centre—chairman’s address, 691; North 
Western Centre—chairman’s address, 695 ; 
Presidential address, 735; Adequate 
wiring symposium, 756, 1055, 1083; 
Western Centre inaugural address, 778; 
London Graduate and Student Section— 
chairman’s address, 778; Measurement 
and Control Section—chairman’s address, 
780; Subscriptions and income tax, 788; 
Utilisation Section—chairman’s address, 
789; Radio and Telecommunication 
Section—chairman’s address, 811; Supply 
Section — chairman’s address, 835; 
Western Centre Supply Group—chair- 
man’s address, 858; ersey and North 
Wales Centre annual dinner, 864; Con- 
ference on practical training for electrical 
engineers, 906; East Midland Centre 
annual dinner, 998; Conference on —- 
training for apprentices, 1007; Scottis 
Centre dinner-dance, 1046; Thermo- 
nuclear processes convention venue, 1061; 
Wiring regulation interpretations, 1084; 
Western Centre summer meeting venue, 
1084; Wiring Regulations amendments, 


1185 

Institution of Mechanical Engineers: Con- 
ference on gearing, 70 

Institution of Production Engineers: Report 
on control of quality in industry, 316; 
Classified bibliography, 807 

Instrument, Long-service moving-iron, 1199 

Instrument service, 551 

Instrument training school, Manufacturers’, 
421 

Instrumentation: Value of adequate, by J. H. 
Reyner, 228, 229; Nuclear reactor, by 
D. Taylor, 5533 International centre, 
570; Symposium, 904 

Instruments: Anglo-American firms’ agree- 
ment on, §22; Leaflets on in 
industry, 82 

Insulating material, New, 152 








Insulating tapes, Tests on narrow, by J. 
Drysdale, 1015 

Insulators: Silicone compound treated, by 
D. J. Dowling, 808; E.R.A. report on 
arcing devices on, 856 

Interchangeability of products, Memorandum 
on, 524 


Interc ication installation, Theatre 
kitchen, 470 

Interconnection of power systems, by M. 

' ——— F. Moran geld = Bird, ag 

nterference suppression r tions, 

International Association for the ae of 
Students: Annual report, 908 

International Atomic Energy Agency, Report 
on activities of, 387 

International Conference on the Peaceful 
Uses of Atomic Energy, 381, 399, 40I- 
408, 417, 433 473-478, 496, 515, 536-541 

International Electrotechnical Commission: 
New publications, 214, ie 950; Stock- 
holm meetings proceedings, 300, 325; 
Electrotechnical vocabulary, 374; 1158 

International Geophysical Year, Electricity 
and the, « 

International Rectifier Co. (Great Britain), 
Formation of, 1181, 1200 

International Scientific Film Association: 

oscow Congress, 672 

International Union of Producers and Dis- 
tributors of Electrical Energy: Lausanne 
congress proceedings, 99 

Investment allowances, 81 

Investment restrictions, Lifting of, 866 

Ipswich and District Electrical Association: 
New session opening meeting, 626 

Iran: New power station project, 471; Water 
turbines for, 624 

Ireland, Republic of: Electricity Supply 
Board’s five-year plan, 218; Crompton 
lamps in, 246; Electricity Supply Board’s 
annual report, 249; Ferbane milled-peat 
power station, 628; General Electric Co. 
in, 824; Electricity (Supply) (Amend- 
ment) Bill, 974 

Iron and steel: Import duty on —— products, 
290; scrap export licence, 1096 

Ironstone mines regulations, 375 

Isle of Man: Douglas borough electrical 
engineer’s annual report, 268; Power 
station working conditions, 880 

ee gy in industry, by W. G. Busbridge, 1173 

Israel: Ashdod power station, 179 

Italy: Vajont Dam project, 179; Cable 
research laboratories, 336; Nuclear plant 
for, 420, 552, 596, 626, 986; Nuclear 
power station project begun, 1004 








} ACKSON Boilers, New factory of, 966 
amaica: Diesel generating sets for, 20; 
Electricity supply expansion programme, 
8 


44 

Japan: Nuclear energy » eer with, 52, 
1008; Nuclear plant for, 920,986 

Jennings Engineering (Great Britain), Forma- 
tion of, 206 ~° 

Jersey: Power station extension, 448; Cross- 

hannel telephone cable, 499; Revised 

electricity tariffs, 837 

Jet-engine control, Electronic, by H. E. Coles, 
110 

Jodrell Bank radio telescope, 961 

Junior Institution of Engineers: Presidential 
address, 1152 


Karisa hydro-electric project: Effect on 
native tribes, 63; Switchgear for, 114; 
Progress of, 448, 1119; Switching stations, 
$48; Transformer for, 1010; New 

shing grounds as result of, 1179 
Keepit (N.S.W.) power station, Plant for, 71 
Keighley power station, Long-service plant at, 


418 
Kelvinator, New factory of, 885 
Kenilworth Castle fi aptxing, 880 
Kent County Agricultural Show, 102 
Kent, George, Mobile exhibition of, 472 
Kenya electricity distribution extension, 1119 
Key aoe Co., Factory extension of, 


Kilns, New type electric ceramic, 1122, 1141 
Kincardine-on-Forth power station project, 
373, 1201 
Kingston Technical Coliege, Presentation to, I1 
Kuibyshev hydro-electric scheme inaugurated, 
06 


3 
Kuwait International Airport, 208 


LareELLInG scheme, 162 

Laboratories: High-voltage a, 103; 
Italian cable research, 336; ropical 
tests, 472; Short-circuit testing, 519; 
Nuclear science, 1060; Bristol University 
engineering, by G. H. Rawcliffe, 1078, 
1079; Incandescent lamps, 1153 
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Laboratory ry lighti installation, 878 
Labour Party’s for »” 158 
Lake ibo submarine power cables, 875 


Lamp economics, 1168 


Lamp machinery. 339; 659 
Lamps: ufacture’ in Ireland, 246; 
uorescent ——— improvements, 246, 418, 


521, 870, 966, 1008; Publicity, 372, 493, 
§22, 571, 624, 868; ’ Reflector fluorescent, 
3743 European market, 469; Wall chart 
of automobile types, 659 

Lancashire Dynamo Group: Oxted works 
visit, 626 

Large products, Handling, 802 

Laurence, Scott & Electromotors: Analogue 
ae at works of, 269; Exhibition, 

22 
Lebanon: Control gear for Beirut University, 


7° 

le istre, Charles, Memorial Lecture, by 
Prof. R. Vieweg, 328 

Letter sorting machine, Electronic, 468 


Letters to the Editor— 
Adequate — campaign, by J. A. C. 
endle, 1 
Agriculture, Electricity in, by J. F. Perrin, 
198; by Dr. H. Denham, 199 
An — approach to floor bn ger 
by S. M. Barlow, 908, 1001; vy 
R. B. Fietiara, 953», 1184; by E. 
Faithfull, 9 y A. B. ‘7-2 2543 
by S. A. iiams, 10933 “44 
heli 1133; by A 35, ts 
by W. T. Sanderson, A 
Aegthanie flexibles, Repairing, by F. G. 
Thompson, 567 
Atom, Conquest of the, by Dr. L. H. 
Callendar, 416 
Breakdown of electrical equipment, by 
R. I. Ellarby, 1041 
Brussels Exhibition, Smoking at the, by 
R. Roose, 285; by T. J. Barfield, 331 
Building construction and space heating, by 
. L. Osborne, 819, 1041; by R. I. 
Ellarby, 865, 1094 
Control and relay panels, by M. z Macon, 76 
oe. Development in, by H. F. Carpenter, 


245 
Earth continuity tester, by A. J. Baggott, 76 
Electrical Review, Eighty years of the, by 
. S. Jeffrey, 518 
Electricity in agriculture, by J. F. Perrin, 
198; by Dr. H. Denham, 199 
Electricity supply load factor, by D. J. 
Bolton, 199; by G. H. Currie, 284; by 
A. C. Hazel, 284 
Electronics in the steelworks, by J. K. 
Edwards, 1094 
Fault path impedance, by R. Dalziel, 416; 
by A. J. Baggott, 467 
France, Lessons from, by E. H. Jesty, 467 
sas? na and inflation, by S. Martin, 
1184 
ee terms, by “‘ Fair Play,” 1094; 
by R. E. Gamlen, 1134 
Hydro-electric generation, by S. G. Laidlaw, 
19 
Institutes and Institutions, by S. M. 
Gardiner, 567 
Instrument service, by R. B. Brock, 742 
Lamps, a by “‘ Scorched Fingers,” 
416; by A yy hy 
Lessons from France, by E. H. Jesty, 467 
Persistent light, by D. W. Thorpe, 620 
Private generation and public supply, by 
P. Jefferies, 819: by Sir Oliver Lyle, 


908 

Professional engineers’ conditions, by J. G. 
Orr, 331; by H. Norton, 371; by 
“* Sceptic,” 371 

Railways, Incentive on the, by “ Tractor,” 


245 
ae as -valve performance, by H. Gregory, 


Refrigerators an A home freezers, by E. 


Houldridge, 768; by “ Helios,” 820 
Space” “heating, uilding construction and, 
A. L. Osborne, 819, 1041; by R. I. 

Ellarby, 865 
Steel analysis spectrographs, by W. Bamford, 


1041 
Trolley-bus, The case for the, by W. G. 


rman, 285 
Unsightly lights ?, md F. be } iy 1041 
Washer, Tests on a, by J A. Fraser, 1001, 
1185; by B. M. urk, 11343 by Eirlys 

Roberts, 1184 


ae heating, by A. C. Hazel, 1 S55 820; by 
B 


Letters to the Editor—continued 
Ln no clocks — by F. mg ny We 
voor ye y A. Mackenzie 


» 112; : ty 
245 33% 4173, by Ej - -. 
3 per, 245> 3313 
6. Tracker, 285, 371; by we Ss 
Thacaie 285 
Lifeboat lighting equipment, 1009 
Lifting appliances safety regulations, 207 
Light sources, High mounting, i. 
Lighthouse, Cent of arc p experi- 
ments at, by W. T. O’Dea, 1039 
Lighthouses and ips, Improvements in 
electrica! equipment of, 1177 
Lighting: “‘ Son et L wumiére “ ey ee 19, 63, 
162, 242, 337, 389; Oxford loodlighting, 
273 ugar terminal installation, 70; 
Football ground floodlighting installations, 
206, uorescent fittings 
contract, 246; Scottish road —— installa- 
_ 268; Exhibitions, 469: 1008, mei 








and science, 495; we wry 
paign, 496, 531, 625; British 
Council, by E. B. Sawyer, 497; —— in the 
home, by D. Phillips, 500; Shop, by 
J. Boud, 504; Modern —— in industry, 
by C. Dykes-Brown, 507; Street 
overseas, b . E. N. Gamble, 510; 


Examples of Service Centre, 520; Planned 
—— maintenance, by A. H. Olson, 525; 
British “ Son et Lumiére,”” by H. Hewitt, 
527; A.P.L.E. conference and exhibition, 
2, 572; Atlas —— conventions, 568, 624; 
igh mounting sources, 640; Vision, 
and colour conference, 659; Some recent 
installations, 662; Battersea street 
scheme, 774; Decorative —— sets, 823; 
Shop —— display, 869; Laboratory 
installation, 878; Kenilworth Castle 
floodlighting, 880; British equipment for 
German t.v. studio, 967; Shop 
booklet, 968; of motorways, 969, 
1182; Lifeboat, 1009; Regent Street 
Christmas, 1073, 1099; Main road, 1088; 
International —— vocabulary, 1158 
Lightning arrestors, High voltage, by R. G 
Terry and K. Dannenberg, 928 
Linear accelerator, Hospital, 415 


Liquidations— 
Allsop & Booth, 1140 
Athey, F., & Co., 224 
Avery sall, ve 
Barr, L., & Co., 
Broadwater Electrical & Radio, 446 
Bromley Electrical Services, 981 
Butterworth & Robinson, 891 
Coleman, F. J. (Electrical Cantiietanid, 842 
Cousins, G., 89, 682 
Crystalate, 446 
Deakins (Electricians), 491 
Dymock Television, 447 
Empire Electric Co. (Hounslow), 395 
Etherington & ae 1117 
Gibbons, A. O., 546 

g, W. A., & Sons, 1025 

Hamco Metal Pressings, 267 
Hanwell Electrical Supplies, 1025 
Harweb, 224 
H.G.B. Electronics, 842 
Hodson, T. Arey 1025 
LS. (Cambridge), bn 
Partridge, W lectrical), 796 
Permaheat, 1140 
Peto Scott Electrical Instruments, 349 
Potts & Son (Electrical Contractors), 682, 


II 
R.E.C. Plectrical Engineering Co., 750 
Reliance Electrical Wire Co., 1140 
Richa: ds, John, & Co. (Electrical E Engineers), 














682 
Rogers & Kirkby, 842 
a Valves, 981 

B.R. Electrical, 395, 4gt 
Thames Technical Co., 89 
Thermionic Products, 682 
Tungsten Manufacturing Co., 224 
Westover, W., & Co., 1117 
White & Co., Beeston (Notts.), 47 
Wilsons (Wood Green), 349 


Load factor: Improvement, 141, 3543 
in the electricity supply industry, by 
D. Bellamy, 164; Plant, 847 


Lochay hydro-electric power station in- 
augurated, 879 
Locomotives: of two old, 115; 


Contracts for, 160, 290, 420, 471; Main 


9 


line diesel-electric, 188, aie 33% 4795 
cat By Equipment contract, 
steelworks, 3743 
660; Conversion of gas- 
iesel 


African order for, 1099; with 
a eight diesel-electric, by C. M. 
. —— maintenance, 


Londsa Electric Wire Co. & Smiths, Acquisi- 


London fan Eleceeity Board: Privilege case, 16, 
94, 117; Contracting Section ym 16, 
i disposal meee te 
204, 1 Ir 1152; orticul- 
tural Show exhibit, 292; Stores floor 
heating installation, 659; New Service 
Centres, 1096, 1162, 1201; Alleged fraud 
on, 1155; Shaftesbury Avenue supply 
failure, 1155; Prepayment meter accessi- 
bility request, 1202 


London Electricity Consultative Council 
meeting, 1162 
London oe Large sign installation 


at, 517 
London Transport: New rolling stock for, 


218, 330; Apprentice training centre, 
291; 1957 results, 580; New traverser 
for, 923 


Lubreoch hydro-electric power station in- 
augurated, 879 
Lubri-<ation, Booklet on compressor, 824 


McpouGALL’s Wheatsheaf Mill, New 
lant at, 118 
e tools: Electronically controlled, 70; 
Decline in the —— industry, 970 
Magnesium, Booklet on properties 4 uses of, 
Io1l : 
Magnet, Larg ent, 521 
Magnetic pm er voltage regulation, 1123 
Magnetic power, Some industrial app 
of, by T. G. Hawker, 1111 
Maithon (India) power station opened, 468 
Mala Federation of: Central Electricity 
ard’s annual report, 366; Finance for 
power scheme, 628 
Malta, Electricity ex 
Margarine factory, 
at a, 75 
Market research: Conference on, 
Organisation for in E » 270 
Massive objects, Position control of, 610 
Materials Handling Convention, 374 
Mauritius development programme, 179 
Maybridge Construction Co., Summonses 
against. 967 
Medical electronics study, 799 
Mercury pences for i Frozen, 244 _ 
Merseyside 


sion in, 880 
eorganised power system 


1155 





Wales Electricity 
Board: eth ang mont exhibition, 


71; Progress in 1957- - 178; Royal 
Welsh Show exhibit, 17 entary 
film, 506; Industrial process heating 


exhibition, 628; Progress report, 974; 
Tariff increases, 1019, 1073 
Merseyside power station, Unilever, 1168, 1191 
Metal price tables, 1148 
Metal spraying conference, 206 
Meter bearings, E.R.A. report on, 74 
Meters outsi le houses, Experiment with, 836 
Meters ( Permitted Alterations) Order, 1958. .85 
Metropolitan Line: New rolling ‘stock for, 
Watford automatic signalling in- 
stallation, 878 
tan-Vickers Electrical Co.: Summer 
1, 142, 150; Colli battery loco- 
a, 660; Large co iery winders, 
868; Electron microscope by, 1149 
Metropolitan Water Board, Ashford 
works of, 247, 275 
Mexico, Trade prospects in, 246 


Microscope, Electron. 1149 
Midland PE lectric Manufacturing Co., New 
London premises of, 70; Anniversary 


book, 1049 2 
Midland Electrical Installation Co., Extension 
of premises of, 666 
Midlands Electricity Board: Accounts adjust- 
ment, 205; Poisonous = pe preservative, 
218; Bi lighting exhibition, 
469; Cheltenham heating conference, 
87; Rural programme completed, 583; 
-peak oF toes load, 584; Council 











houses supply dispute, 813; Tariff 
increases, I119 

Mines: Qualifications of mechanics and 
electricians in, 660; Winding gear for, 
868, 1050; Report of Chief Inspector of 

and Quarries, 1040 

Mining educational trust, 72 

Mining industry, Improving the efficiency of 
the, by H. A. Longden, 994 

va Qualifications Board, 160 
. system, The, 142 

Mobile demonstration vehicles, 625, 775, 870 

Mobile electrical workshop, 335 

Modern installation practice, by P. A. Bell, 924 

Morphy-Richards, New London showrooms 
of , 1200 

Motor-car gearboxes, Test equipment a 470 

Motor design, Modern, by W. Hill, 456 

Motor-generator sets, Rubber factory installa- 
tion of, 774 

Motor Show, 833 

Motors: Analogue computer for design 
problems of induction, 269; Pole- 
amplitude modulation method of changing 
the speed of induction, by G. H. Rawcliffe, 
323, 374; Booklet on, 570; Power station 
auxiliary drives, 655; Pocket book on, 
661; Price reductions, 774, 870 

Motorways: Protests against exclusion of 
indivisible loads from, 212, 228, 251; 
Lighting of, 969; Preston By-pass heavy 
loads regulations, 1097 

Mullard educational exhibition, 114 

Mullard Radio Valve Co., New engineering 
department of, 922 

Municipal trading opposed, 937 





NaTIONAL Apprenticeship Council, 81 

National Coal Board: Mine winder contracts, 
419; Grimethorpe power station opened, 
579; Borrowing powers, 1183 

National Council for Technological Awards: 
M.C.T. award, 896, o3r 

National Industrial Safety Week, 248 

National Inspection Council for Electrical 
Installation Contracting: Supplement to 
Roll, 660; Progress Report, 963; In- 
specting engineers’ addresses, 967 

National Joint Advisory Council of the Elec- 
tricity Supply Industry, Annual report of, 


585 

National Physical Laboratory, ACE computer 
installation at, 1017 

National Poultry Show, 1049, 1152 

National Radio Exhibition, 376; 1959 venue, 
1147 

National Service, Graduates and, 204 

National Society for Clean Air: 1959 con- 
ference venue, 76, 208; Llandudno 
conference, 833 

National Union of Manufacturers’ Advisory 
Service, Annual report of, 570 

Nationalised industries: Books on, 951; 
Capital investment programme, 970; 
Style of annual reports of, 986 


New Books— 

Analytical Design of Linear Feedback 
Controls, by G. C. Newton, Snr., L. A. 
Gould, and J. F. Kaiser, 483 

B.B.C. Handbook, 1159 

Better ye Writing, by W. H. Waldo, 62 

CABMaA Register, 102 

Colliery Year Book and Coal Trades Direc- 
tory, 161 

Communications and Electronics Buyers’ 
Guide, Who’s Who and Reference 
Book, edited by C. C. Gee, 483 

Diesel Plant Operators’ Handbook, 1149 

money 4 -Type Boiler Defects and Repairs, 

y S. D. Scorer, 472 
Effect Of Surface on the Behaviour of Metals, 


74 
Electric Lifts, by R. S. Phillips, 483 
Electrical Contractors’ Year Book, 571 
Electrical Engineering Practice—Vol. I, 
6th edition, by J. W. Meares and R. E. 
Neale, 1057 
Electrical Who’s Who, 18 
F.B.I. Register of British Manufacturers, 


1009 
Garcke’s Manual of Electricity Supply, 337 
Guide to Broadcasting Stations, 374 
Logical Design of Digital Computers, by 
Montgomery Phister, Jnr., 1057 
ae ecording Handbook, by R. E. B. 
Hickman, 1057 
Medical Electrical Equipment, edited by 
R. E. Molloy, 293 
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New Books—continued 


Ministry of Power Statistical Don. we 472 
ms . Britain: fa 
R. Kel Cohos 951 

Performance hey Design of A.C. Com- 
mutator Motors, by E. Openshaw 
Taylor, 1178 

Practical Electrician’s Pocket Book, 7 

sie les of Technical Riccmicie,. 3rd 

ition, by M. Nelkon, 1178 
Recaleian Aerial Systems, by I. A. Davidson, 


87 

Reflex ET by J. J. Hamilton, 1178 

Social History of Lighting, The, by W. T. 
O’Dea, 293 

Synchronous Motors and Condensers, by 
D. D. Stephen, 62 

Telecommunication Economics, by T. J. 
Morgan, 293 

Telecommunications, by W. Fraser, 958 

Ulica-High-Frequency Performance of Re- 
ceiving Valves, The, by W. E. Benham 
and I. A. Harris, 62 

Whitaker’s Almanack, 1199 

Wireless World Diary, 822 


New Electrical Equipment— 


Accessories, Non-standard 13 A, 977 
Accumulators: Unspillable, 84; Replaceable 
cell, 629; Tractor type, 791; 1 type, 


976 

Adaptors: Multi-plug, 542; Two-way, 791 

Air-conditioning units: Marine type, 42; 
Room type, 587 : 

Aluminium conductor accessories, 255 

Aluminium wire, Anodised, 790 

Automatic voltage controller, 486 

Ballast unit, Fluorescent lighting, 977 

Batteries, Secondary: Unspillable cell, 84; 
Replaceable cell, 629; Tractor type, 
791; Car type, 976 

Battery charging plug, 886 

Battery gas convertors, 1021 

Bearings, Impregnated, 838 

Bell, Bakelite-encased, 344 

Blowers, Unit heater for, 255 

Bottle cooler, 1063 

Brake, Electromagnetic, 307 

Bulkhead fitting, All-plastic, 791 

Cable clips, 1062 

Cable couplers: 
In-line, 977 

Cable ¢lands, Nylon, 307 

Cabie harness strapping, 216 

Cable laying attachment, 586 

Cable lugs, 390 

Cable sleeves, Pneumatic fitting tool for, 1160 

Cable stranding machine, 307 

Cable tester, Portable, 678 

Carpet underlay, Heated, 170 

Cathode-ray tubes: Micro-spot, 1021; In- 
strument, 1161 

Ceiling lighting systems, 254, 838, 1063 

Cell, Unspillable, 84 

Central heating controller, 542 

Chokes: Fluorescent lamp, 1203; Her- 
metically sealed, 1203 

Clips, Cable, 1062 

Clocks Automatic 
Crystal, 886 

Clothes dryers, 216, 839, 976 

Communication system, Old people’s, 1113 

Compressor protection unit, 1203 

Conductor joint sealing sleeves, 791 

Conduit, Air-pressurised, 254 

Conduit fittings, Non-metallic, 169 

Connectors: Printed circuit, 169; Miulti- 
core, §43, 1020; In-line, 977; Minia- 
ture, 1020; High temperature, 1112 

Constant voltage controller, 486 

Control unit, Photo-electric, 1160 

Controller, Pump motor, 792 

Convector heaters, 390, 443, 838 

Cookers, 42, 169, 216 

Counters: Impulse, 345; Digital, 486 

Crocodile clip, 886 

Crystal clock, 886 

Cubicles, Standard, 629 

Cut-outs: Street lighting, 678; Glass fibre 
service, 1112 

Digital counter, 486 

Digital sz unit, I19 

Drill stand, Magnetic, 1112 

“* Dry ” marker, 887 

Dry shavers: Battery operated, 217; 
Rotary action, 345 

Dryers, —_ $39 

Drying cabinet, Domestic, 976 

Ducts, Fibre skirting, 1062 

Earthing rod, 629 


Multi-core, 543, 1020; 


synchronous, 792; 


New Electrical Equip t inued 





Electromagnetic brake, 307 

Electrometer, Gamma-ray, 791 

Electronic thermo-switch, 790 

ae lating plant, Constant voltage con- 

ler for, 486 

ae indicator system, 838 

Fan heaters, 344, I113 

Fires: Inset, 216; Firescreen type, 1112 

Flash tester, 217 

Floor polisher, 1113 

Floor warming systems, 170, 1021 

Fluorescent fittings: Vapour-proof, 344; 
Diffuser 5 §86, 886; Industrial and 
commercial, 793; Ballast unit, 977 

Fluorescent lamp chokes, 1203 

Fluxes: Soldering, 42; Powder type 
welding, 443 

Food mixer, 169 

Food mixer attachment, 217 

Foot switches, Heavy duty, 839 

Fork lift truck, 678 

Frequency meter, 1160 

Furnaces: Resistance, 486; Carburising, 


976 
Fused spur boxes, 790 
Fuses, Dummy, 170 
Gamma-ray electrometer, 791 
Generator, Welding, 169 
Germanium diode, 887 
Germanium power rectifiers, 932 
Griller, Rotary frankfurter, 839 
Heat pumps, 254, 1021 
Heater unit for blowers, 255 
Heaters: Flameproof and marine oil-filled, 
41; Inset radiator, 216; Combined 
clothes dryer and convector, 216; Fan, 
44, 1113; Convector, 390, 443, 838; 
nfra-red, 390, 391, 1062; hermal 
- storage, 587; Industrial space, 790; 
Oil-filled radiator, 790; Weatherproof 
radiant, 838; Portable radiator, 838; 
Under-carpet, 976; Radiant firescreen, 
1112 
Heating equipment, Induction, 83 
Heating mantle, 41 
Ignition transformers, 255 
Image storing phosphor, 933 
Immersion heater, 932 
Impulse counter, 345 
Indicator lamps, 1020 
Indicator system, Executive, 838 
Induction heating equipment, 83 
Infra-red heaters, 390, 391, 1062 
Instrument racks, 391 
Insulation testers, 679, 932 
Insulator, Stand-off, 886 
Intercommunication equipment, 217, 443 
Irons: Travel, 887; Laundry, 1063 
Jack fittings, Miniature, 344 
Joint sealing sleeves, Conductor, 791 
Junction box, Cold, 486 
Kettle, Electric, 933 
Kettle elements, 887 
Lampholders, 932 
Lamps: Continental type candle, 216; 
ignalling, 391; Tungsten filament, 543, 
587; Integral sodium, 587; Indicator, 
1020 
Laundry irons, 1063 
Level control, Transistorised, 1020 
Lifting magnet, 83 
Lighting fittings: Commercial, 170; Vapour- 
proof, 344, 543; Fluorescent, 344, 586, 
793, 886; Outdoor, 391; a oe 
bulkhead, 791; Street, 886, 933; 
Shop window display, 887; all 
brackets, 1063; Domestic striplight, 
1113; Decorative, 1160 
Lighting systems, Ceiling, 254,.838, 1063 
Limit switch roller arms, 887 
Limit switch, Submersible, 791 
Luminous ceilings, 254, 838, 1063 
Magnet, Lifting, 83 
Magnetic drill a4 1112 
Marker, “‘ Dry,” 
Meter enclosure, Weatherproof, 790 
Meters, House service: Repeater type, 415 
Billing type, 41 
Motor control gear, 41, 886, 976 
Motors: Permanent magnet, 83, 586; Oil 
burner, 486, 933 
Multimeter, Pocket type, 932 
Neutron detectors, 443 
Oscilloscope, Recording, 1020 
Pallet truck, Battery powered, 255 
Phase and continuity indicator, 344 
Photo-electric controller, 1160 
Plug, Battery charging, 886 
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New Electrical Equip t—continued 
Plugs and sockets: Sub-miniature, 83; 
Non-standard 13 A, 977; High tem- 
» 1112 
Printed circuit connectors, 169 
Process timer, 1203 
Pump motor me egg 792 
Pump, Oil diffusion. 83 
Radiators: Flameproo: and marine oil-filled, 
1; Inset, 216; Oil-filled, 790; 
‘ortable, 838 
Rectifiers, Germanium power, 932 
Reflector, Fibreglass, 344 
Refrigerators, eon ay 1161 
Relays: Miniature, 3; Electronic, 542; 
Remanent, 586; Sub-miniature, 790, 
1062; Industrial control, 1203 
Safety devices, Arc-welding, 41 
Saturable reactors, 679 
Sealing chambers and cut-outs, Glass fibre, 
1112 
Service cut-outs, Glass fibre, 1112 
Servo equipment, High speed, 679 
Servomotors, 83, 542, 679 
Shavers, Dry, 217, 345 
Signalling lamp, 391 
Skirting ducts, Fibre, 1062 
Sleeve-fitting tool, 1160 
Smoke density indicator, Portable, 838 
Soldering flux for nickel-chromium, 42 
Soldering gun, Lightweight, 887 
Soldering irons, 149, 345 
Soldering tools, 307 
Space heater, Industrial, 790 
Spin dryer, 839 
Spur boxes, Fused, 790 
= Telescopic, 119; Heavy capacity, 


Standcoff insulator, 886 

Starters, Motor, 41, 886, 976 

Stopclock, Microsecond, 629 

Street lighting cut-outs, 678 

Street lighting fittings, 886, 933 

Striplight fittings, Domestic, 1113 

Switch tripping equipment, 976 

Switches: Time, 42, 307, 443; Miniature 
slide, 542; Rotary, 586, 1062; Sub- 
mersible limit, 791; Foot, 839; Plug- 
in uniselector, 977; 20 A flush, 1112 

Tape, Glass fibre banding, 1203 

Tape reader, Automatic, 119 

Telephone, Loudspeaking, 345 

Temperature controllers, Indicating, 1112 

Terminal blocks, 390, 886 

Test equipment: Flash, 217; Portable 
cable, 678; Voltage, 678, 1161; In- 
sulation, 679; Insulation and con- 
tinuity, 932; Pocket multimeter, 932 

Thermostats, 345, 1063; Combined time 
switch and, 791 

Thermo-switch, Electronic, 790 

Time switch and thermostat, Combined, 791 

Time switches, 42, 307, 443 

Timers: Staircase lighting, 42; Miniature, 
543; Miultiple circuit, 1062; Process, 





1203 
Tin pen process, 586 
Transformers: Ignition, 255; 


Mining, 

390; Toroidal welding, 933; Her- 
metically sealed, 1203 

Transistors, Machine for printing on, 838 

Truck, Fork lift, 678 

Under-carpet heater, 976 

Uniselector, Miniature plug-in, 977 

Unit heater for blowers, 255 

Vacuum cleaner, 629, 1113 

Variable speed drives, 254, 792 

Vibration strain gauges, 977 

Voltage controller, Automatic constant, 486 

Voltage testers, 678, 1161 

Voltmeters: _ Vacuum tube, 42; Low- 
frequency, 390; High-frequency, 678 

Wall brackets, 1063 

Water heaters, 217, 792, 887 

Welding equipment: Safety devices, 41; 
Automatic, 169; Generator, 169; Pipe- 
line joinging, 91; Powder fluxes, 443; 
Spot, 587; Electrode, 932; Toroidal 
transformer, 9 2 933 

Winches, Electrically powered, 1021 

Wire, Anodised aluminium, 790 

Wire stripper, 1112 


New Zealand: Electrical resources develop- 


ment plan, 2; k Strait trial cable, 21; 
Equipment for, 21, 821, 968, 1096; 
Power supply statistics, 85; Power 
shortage, 243; Christchurch Electricity 
Department’s annual report, 268; Ohakuri 
hydro-electric project, 268; Oparara 


_ scheme, 1014; 


hydro-electric scheme, 731; News from, 
835; Import licensing, 867; Wairakei 

power station inaugurated, 
1019; Trade agreement, 1048; Trunk 
telephone network, 1199 


Nickel factory extension, 621 
Nickel, Future of, 596 
Nigeria: Radio communications contracts, 


248; Cathodic protection installation, 
410; Development in, 448, 975; Elec- 
trical imports, 472; Electricity Corpora- 
tion’s annual report, 1202 


Non-destructive testing, Summer school on, 


162 


North Eastern Electricity Board: Great 


Yorkshire Show exhibit, 178; Newcastle 
council houses request, 351; Sunderland 
Service Centre window display, 658; 
Tariff reductions, 683; Farms supply 
scheme, 751; illionth consumer con- 
nected, 797; Thornaby overhead line 
approved, 975; Estate supply terms, 
1019; 9 field underground cable 
request, III 


— of Scotland Hydro-Electric Board: St. 


S wer station, 3; Pumped 
storage schemes, 117; Coupar Angus sub- 
station, 139; Strathfarrar and Kil- 
morack project, 159, 388; Storr Lochs 
and Glen Moriston extensions, 268; Glen 
Moriston scheme inaugurated, 616, 683; 
Inverness space heating exhibition, 751; 
974; Lubreoch and Lochay power stations 
inaugurated, 87 a hydro-electric 

van showroom, 1162; 
Future plans, 1201 


North Western Electricity Board: Supplies 


in Borrowdale, 82, 487; Stockport cen- 
tenary “exhibition displays, 163; Royal 
Lancashire Show exhibit, 207; “ First 
Ten Years” film, 421 ; Lakeland rural 
supplies, 487; ‘Shop lighting display 
stand, 869; New hire-purchase terms, 
879; Tariff reduction, 879; Heating 
conference, 975; Window display com- 

ition awards, 1050 

ern Ireland: Electricity Board’s annual 
report, 89; Belfast city electrical engineer’s 
annual report, 351, 547; Transformers 
for, 623; Criticism of Belfast electricity 
undertaking, 683; Larne Lough sub- 
marine power cables, 683; Council house 
tenants’ freedom of choice, 813; Nuclear 

wer station pr ject, 1162 

ern Line automatic signalling, 480, 1162 


Nuclear accidents, Insurance against, 866 
Nuclear Chemical Plant, Formation of, 418 
Nuclear energy: Anglo-Japanese agreements, 


§2, 1008; Anglo-American agreement, 
52, 2903 British exhibits at Rome exhibi- 
tion, 69; rts of equipment, 81; 
7 Conquest of the Atom” film, 104; 
Canadian Position, 139; U.K. Atomic 
— Authority’s annual report, 187, 
snbers of B information, 251, 426; 
New members of British ——— Conference, 
290, 848; —— in U. S.A., 316; Swedish 
Pro ¢, 375; “ Atoms for Peace” 
erence and exhibition, 381, 399, 401, 
4175 452, 473, 496, a” 536; erican 
aid for Europe, 389; in South 
Africa, 389; Progress since 1955 .. 399; 
British equipment for Italy, 420; Instru- 
mentation for, 420; Indian prospects, 
468; Vienna Fair exhibit, 470; Canadian 
deputation’s British visit, 771; F.B.I. 
conference report, 780; —— in “7 
820; for ship propulsion, by 
Hunter, 876; Parliamentary question on 
British programme, 909; Plant for Japan, 
920; in Europe, 921; Research into 
direct nuclear generation, 1030 











Nuclear fuel elements: Rolling mill for, 802, 


829; Fault detector equipment for, 960 


Nuclear fusion, Controlled, 400 
Nuclear hazards, 1182 
Nuclear Installations (Licensing and Insurance) 


Bill, 969, 1095, 1159, 1182 


Nuclear plant exports, 986 
Nuclear og economics, by Sir John 


ft, 1069 


Nuclear power station simulator, 967 
Nuclear power stations: Efficiency, 2; Con- 


sultants and, 2; Calder Hall mishap, 2, 

195 3733 Plutonium from, 2, 16, 82, 109, 
253, 651; Cooling water screens for, 21; 
unterston, 77, 751; Hinkley ngs Pe $2, 

218, 433, 651, 736, 771,837, 960; Berke 

ley, 114; Bradwell, 139, 178, 208, 433: 

570, 584, 774; Trawsfynydd, 250, 2 


Dutch-Belgian project, 306; Italian plant 
contracts, 420, 552, 596, 626; wiss 
owe Ted or district ge aut oat, 5855 
izewell project, 596, 599, > 7313 
Chapel Cross, 914; Dungeness 2 
inquiry, 937; he 2s en A yo 
interest in, 9373 project 
a = ritish Guiana offer, 1119; 
Hail completed, 1132; Ulster 
ject, 1162; British programme, 1182 
Nuclear radiation, 688 
Nuclear reactor instrumentation, by D. 
Taylor, 553 
Nuclear reactor trends, 1174 
Nuclear reactors: Winfrith Heath 
mental project, 10; Dounreay, 2st, 383 ie 
American low er Assman 
control of, by Pw alker, 423; ie ot 
463; ete duerumes for new A.E.A., 
471; Pressure vessel for British project, 
569; British pum; Bt for German project, 


625; Windscale a ced gas-cooled, 865 ; 
Underground —— suggestion, 1047; 
Practicable, 1167 


Nuclear research, Annual report of European 
Organisation for, 212 

Nuclear science laboratory, 1 

Nyasaland hydro-electric an 628 

Nylon indeewrial exhibition, 335 


Osrruary— 
Albrow, E. E., 1000 
Allam, E. B., 1137 
Ames, W. A. B., 734, 773 
Anderson, R. C., 1137 


Asdell, J. H., 242 
Babb, T. G. S., 
> F. B., $17 


Bussey, E. W., 157, 414 
Campbell, Guy; 288, 334 


Cooke, W. D ws 
congere, C. W., 914 


Hieatt, P. G., 14 

Hulme, E., 864 

Irwin, D. L., 734 
Johnson, E. M., 655 
Johnson, F. S., §17 
Johnson, S., 1000 
Joliot-Curie, Prof. F., 334 





Maher, R. C., 1046 
Mann, W. N., 334 
Mansell, M., 14 
Mason, C. C., 734 
Milner, A., 1137 
Murray, W. R., 202 

Le to, Sir James, 1092 
Niles, P. B., 6 


Russell, F. G., 914 
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Schofield, J. T., 1137 
Sellers, E. G., 242 
Shaw, W., 1092 


Spence-Brown, F. A., 655 
Steele, E. W., 734 
Steele, W. H., 957, 1046 
Stevens, T. F., 288 
Turnbull, H., 414 
Wardle, P., 158 
Weston, R. H., 288 
Williams, W. H., 109 
Workman, E. A., 414 
Wright, W. E., 1181 
Yuille, W., 914 


Off-peak name Plea for more information 
on, 90 

Ohakuri rs project, 268 

Oil filter, Mobile, 422 

Oil pipeline, Equipment for, 736 

Oparara hydro-electric scheme, 731! 

“ Operation up-turn,” by Mary Gilbert, 743 

Optical instrument exhibition, 661 

Organisation for European Economic Co- 
operation: Report on engineering pro- 
duction in Europe, 151 

Oriana, Generating plant for, 1010 

Ottermill Switchgear, Extensions to works of, 
736, 779, 870 

Overhead line erection, Equipment for, 427 

Overhead lines, see Transmission lines 

Overseas conditions, 227 

Overseas electrical trade, 23, 158, 210, 384, 
565, 825, 1005 

Oxford University, New college for, 114 


P ACKAGING of electrical components, New 
range of containers for, 823 

Paper-making machine, Large, 783 

Paper mill extension, 783 

Parliament, Industry and, by A. M. F. Palmer, 
17, I11, 818, 1003, 1183 

Parliamentary report, 16, 81, 117, 159, 204, 
251, 866, 909, 969, 1012, 1047, 1095, 
1159, 1182 

Parsons, Sir Charles, Memorial Lecture, by 
Sir John Cockcroft, 1069 

Patent Office Science Centre, Site for, 252 

Penang power station, 219 

Pendennis Castle, Electrical equipment of, 824 

Permali: Shareholders’ works visit, 422; 
Film, 1147 

Permanent magnet, Large, 521 

Peto Scott Electrical Instruments: Winding 
up order, 115 

Phenomena in the upper atmosphere, by J. A. 
Ratcliffe, 645 

Philips Electrical: Bristol building project, 421 

Photo-electric controls, 677 

Physical Society Exhibition: 1959 venue, 906 

Pinkston power station, Transfer of, 879 

Pitch fibre pipe manufacture, 878 

Plastics: ““——— in the Tropics ”’ reports, 119, 
659; Booklet on careers in, 661 

Plessey Co.: Apprentice training school of, 
161; Work transfer, 774 

Plough, Electric, 623, 651 

Plug and socket contact temperatures, E.R.A. 
report on, 643 

Plutonium: Production by nuclear power 
Stations, 2, 16, 82, 109, 253, 651; Rolling 
mill for, 802, 829; Cessation of production 
at Windscale, 802 

Pole-amplitude modulation method of changing 
the speed of induction motors, by G. H. 
Rawcliffe, 323, 374 

Pole * ipiitaaaiaes Trouble with poisonous, 218, 
584 

Pool warming installation, 243 

Poole power station, Magnetic amplifier voltage 
regulation tests at, 1123 

Porcelain insulator import Order, 70 

P : British Trade Fair, 118, 375 

Post ice: Mechanisation programme, 614, 
688; Engineering Department’s equip- 
ment display, 644; pital investment 
figures, 1012 

Power factor correction capacitor installation, 


669 
Power follow, by L. L. Alston and Prof. F. M. 
Bruce, 993, 1061 
Power plant, utdoor, 228 
Power station auxiliary drives, 655 
Power station boiler, World’s largest, 943, 986 
Power station condensers, 81 
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Power station efficiency, 756 

Power station generating plant, Unit type of, 
51; by H. Topley and G. Nicholson, 53 

Power station instrumentation, Applications of 
electromagnetic transducers in, by M. T. 
Mason, 757 

Power station maintenance men, Strike of, 774 

Power station sites: Hunterston, 77, 751, 
Hinkley Point, 82, 218, 433, 651, 736, 771, 
837, 960; Berkeley, 114; Bradwell, 139, 
178, 208, 433, 570, $4, 77 774; Traws- 
fynydd, 250, 289; rough, 448; 
Edern, 561; Sizewell, 36,5 592 628, 731; 
Belvedere, 738; D “C” 836; 
Dungeness, 937, ty "aa0e3 Thorpe 
Marsh, 943, 986, 1098, 1134; Fatal 
accident at Northfleet, 974; Italian 
nuclear, 1c04; Ulster, 1162 

Power station smoke emissions, Investigation 
into dispersal of, 1119 

Power station workers, Houses for, 909 

Power stations (see ¥ Nuclear power stations) : 
St. Fillans, 3; Rugeley, 21; Keepit 
(N.S.W.), 71; Operation of thermal —— 
in relation to streams, 105; Rogerstone, 
142, 14 5% Fat 8733, Asdod (Israel), 
179; 206; West 
Thurrock, ons Aes 219; Willington 
* A,” 228, 233-239, 336; High Marnham, 
283, 315, 317-321, 355-359, 422; Clarence 
Dock, 306; lyth “A,” 305; Bankside, 
354, 388; Kincardine-on-Forth, 373, 
1201; Keighley, 418; Jersey, 8; 
eer | Sac. 468; Staythorpe “ 

5473 —_ ~ 5793 Ferrybridge 
pe “me 603; River pa by, 615; 
Karadj (Iran), 624; Denes, 627; 
Blyth “ B,” 628, 1098; "Posbans milled 

it, 628; Wallerawang, 628,163; Castic 

nington, 788; Adam Beck, 849; 
Dalmarnock, 877; Pinkston, 879; 
Lubreoch, 879; Lochay, 879; Wairakei 
Geothermal, 1019; Lake Macquarie, 
1019; Oil for, 1095; Poole, 1123; 
Unilevers’ Merseyside, 1168, 1191; Oil- 
burning, 1182 

Power stations of 1957: Rogerstone, 142, 143, 
3: Willington “A,” 228, 233, 336; 

errybridge “ B,” 603 

Power systems, Seaenaieimention of, by M. 
Davies, F. — and J. I. Bird, 1101 

Practical training, 9' 

Pressed Steel Co.: _ RPE factory for, 20; 
Acquisition by, 967; Book on achieve- 
ments of, 1150; Christmas refrigerator 
fairs, 1199 

Privilege case, 16, 94, 117, 252 

Process heating exhibition, 628 

Process instrumentation symposium, 1199 

Profit-sharing scheme, Refrigerator manufac- 
turers’, § 

Proton synchrotron, Contract for large, 1097 

Public Transport Association annual dinner, 


962 

Public Works Exhibition, 973 

Pumped storage, 847; World Power Con- 
ference papers on, 849 

Pumping station, Water works, 247, 275 

Pumps: Water main booster, 776; Power 
station, 1098 

Purchase tax: Repaired television tubes, 16; 
Representation on space heaters, 27, 751; 
An ill effect of, 188; Unfair imposition 
of, 515; Notice, 625; Heat pumps, 1095 

Purchasing Officers’ Association: Annual 
conference, 736; Courses, 1199 


Qua.ity Control, European Organisation 
for, L010 
Quality in industry, Report on control of, 316 


Raca Engineering, Formation of instru- 
ment division of, 1008 

Radar: Speed check equipment, 294; Bristol 

irport equipment order, 522; Equip- 

ment for Swedish Air Force, 624 

Radio: Interference regulations, 564; Com- 
munication equipment contracts, 564; 
Transmitters for B.B.C., §71, 812; 
“ Forward scatter ”’ hazards, 756, 909, 920 

Radio Exhibition, National, 376; 1959 venue, 
1147 

Radio frequency measurements, 919 

Radio Research Board, Annual nyt of, 212 

Radioactivity measurement posts, I 

Radioisotopes in industry, by W. S. Basbridge, 
1173 


Radiovisor Parent, Photo-electric control 

equipment production by, 677 
Railway electrification: Batteries ‘.- British, 
22; French, 27, 487; Eastern Region 
signalling contracts, 69; Manchester- 
Bury line, 71; British programme, 82; 
South African, 85; British progress, 113, 
204, 408, 452, 478, 1073; Australian 
equipment contract, 159; Great Orme 
Ichester-Clacton- 


win gear, 160; 
Walton line, 330; Cable contract, 336; 
Kent Coast —- 336; Main line re- 
signalling, 408; litan line, 412; 


Switchgear “or Bait projects, 420; 
Silicon rectifier experiment, 471; Glas- 
gow, 683; Gas-turbine locomotive con- 
verted, 848, 1069; comparisons, by 
R. Ledger, 996; Main line electric 
locomotive’s initial run, 1069; Southend 
line, 1073; Indian, 1150; Electric 
locomotive maintenance, by J. S. Scott 
and J. K. Lord, 1197 

Railways: South African conversion, 85; 
Grimsby station public address system, 
1143 enovation of two old electric 
locomotives, 115; Proposed London 
Airport link, 118; Diesel-electric loco- 
motives contracts, 160, 247, 471; South 
African telephone project, 162; Main line 
diesel-electric locomotives, 188, 213, 337, 
479, 950; Reports on Lewi: and 

Dagenham accidents, 203; Proposed new 

tube line, 204; New rolling stock for 
London Transport lines, 218, 330; 
Diesel locomotive contracts, 290; Motors 
for London Transport, 419; Northern 
Line automatic si » 480, 1162; 
Equipment contracts, 524; Automatic 
train announcer, 730; Winding up of 
Giant’s Causeway line, 731; a 
equipment contract, 738; Programme 
machines for automatic signalling, 878; 
—— or roads?, 896; Newcastle-Burn- 
mouth resignalling project, 922; New 
traverser for Underground, 923; British 

computer installation, 1009; Sub- 
urban diesel-electric locomotives, 1049 ; 
District Line modernisation, 1073; 
Spanish modernisation plan, 1073; Future 

, 1122; Experience with a lightweight 

diesel-electric locomotive, by C. M. Cock, 
1146; Modernisation plan review, 1159 

Rectifiers: Large germanium, 336; Baie 
Comeau smelter plant installation, 420; 
Silicon for traction service, 471; 
Silicon —— licensing agreement, 569; 
Manufacture of, 1031; New Anglo- 
American company, 1181, 1200 

Refrigeration standards, Committee on inter- 
national, 623 

Refrigerator factory, New, 885 

Refrigerator fairs, Christmas, 1199 

Refrigerators and home freezers, by Helen 
Key, 746 

Regent Street Christmas lighting, 1073, 1099 

Regent’s Canal Dock, Electric cranes for, 824 

Remploy distribution arrangements, 337 


Reports and Dividends— 


Aberdare (Holdings), 490 
Ada (Halifax), 136 
Aerialite, 936 
Air Control Installations, 348 
Aiton & Co., 1 2 
Allen, W. H., Sons 4 Co., 88 
Allen West & Co., ron 4 
Anglo-Po: elephone Co., 750, 936 
Arcolectric ( oldings), 796 
Associated Electrical Industries, 394, 682, 
936, 1025 
Atlas Electric & General Trust, 891 
Automatic Telephone & Electric Co., 394 
Avery, W. & T., 46 
Babcock & Wilcox, 750 
Bakelite, 1072 
Baldwin, H. J., & Co., 1205 
Belliss & Morcom, 47, 1072 
Bennis Combustion, 592 
Berry’s Electric Magicoal, 88, 136, 1072 
Bird, Sydney S., & Sons, 592 
Bolton, Thomas, & & 4 $92 
orpe Holdi 
Britannia Electric pry Works, 137 
British Aluminium Co., 634, 1072, I116, 
1140, 1205 
British Electric Resistance Co., 891, 1205 
British Electric Traction Co., 796 
British Electric Transformer Co., 890 
British Industrial Plastics, 394 
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Reports and Dividend inued 
British pene Callender’s Cables, 981, 
111 
British Oxygen Co., 224 
British Thermostat Co., 682 
British Vacuum Cleaner & Engineering Co., 





Brook W Motors, [fae 1116 

Bulpitts (Swan Brand), 1205 
Burco Dean, 1140 

Cable & Wireless. # 

Cable & Wireless (Holding), 183, 842 
Cables Investment Trust, 224 
Calcutta Electric Supply Co., 546 
Calcutta Tramways Co., 750 
Cambridge Instrument Co., 1025 
Camp Bird, 1024 

Canning, W., & Co., 891 

Chea “4% Electrical Storage Co., 490 


Cohen, George, Crea 182, 490 
Cole, E. K., 46, 223 

Colvern, 223 

Contactor Switchgear, 842, 1140 


Cossor, A. C., 
Coven rey Gain & Feel Co., 1140 


Crabtree Electrical Industries, 936, 1072 

Crompton Parkinson, 890, 980 

De La Rue, Thomas, & Co., 46, 981 

Desoutter Brothers (Holdings), 349 

Dewhurst & Partner, 47, 1140 

ag Telephones, 936, 1140 

Dowty Group, 394 

Drake & Gorham, 8 

Dubilicr Condenser Co. (1925), 137, 394 

Duport, 1024 

East African Power & Lighting Co., 348, 
592, 936 

bonite tainer Co., 183 

Efco, 224, 490, i a 

Electric & Musi Industries, 750, 1024, 
1140 

Electric Construction Co. % _ 

Electrical Apparatus Co., 

Electrical Components ‘Heldings), 267, 394 

Elliott-Automation, 1025 

Enfield Rolling Mills, 1025 

Engineering & Lighting Equipment Co., 
182, 750 

English Electric Co., 349 

Ericsson Telephones, 750 

E.V. Industrials, 1140 

Eveready South Africa, 54 Bi 

Ever Ready Co. (Great ~ yaad 

Ever Ready Trust Co., 

Falk, Stadelmann & Co, as 

Ferranti, 87 

Franco Signs, 546, 682 

General Electric Co., 182, 222 

Globe Telegraph & Trust Co., 224 

Greengate & Irwell Rubber Co., 796 

Greenwood & Batley, 46 

Hackbridge & Hewittic Electric Co., 47, 312, 
1025 

Hackbriage Holdings. 312, 490 


Hartley Baird, 
Hawker Siddeley Group, 546, 1072 
Heenan Group, 936 
Henley’s, W. T., Telegraph Works Co., 446, 
592, 682, 796, 938 981 

ick, ves & 88, 312, 
Hilger & Watts, 348 
Holophane, 750, 981 
Hoover, 267 
Hopkinsons, 796 
Howden, James, & Co., 546, 750 
Hunt, A. H. (Capacitors), 546 
International Combustion (Holdings), 446 
1.S.T. Insulations, 46 


a & Phillips, 1, 446 98 

ohnson, Matth e “6 

Johnson, Richard, & Nephew, 981 

Kalgoorlie Electric Power & Lighting Cor- 
poration, 796 

Kango Electric Hammers, 796 

Keith Blackman, 46, 936 

Kent, George, 490 

K.G. (Hol wt 750 

King, Geo. 88, 224 

Lancashire Dynamo Holdings, 349 

Lightfoot Refrigeration, 1205 

Lisbon Electric Tramways, 1072 

Lister, R. A., & Co., 1205 

Lodge-Cottrell, 796, 936 
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Reports and Dividend inued 
London Electric & General Trust, 348 
London Electric Wire Co. & Smiths, 634 
London Electrical & General Trust, 1072 
Lucas, Joseph, (Industries), 1024 
Marconi a? | Marine Communica- 
mt Scott Hol 88 
Marryat dings, 
Mather & Platt, 224 
Meart Industries, 47, 88, 136, 267, 592, 1072 


Meters, 46, 89 b : 

Midland E! Manufacturing Co., 750 

Morphy-Richards, 682, 890 

Murex, 182, 1205 

Newton Brothers (Derby), 348, 1072 

Nigerian Electricity Supply Corporation, 
183, 592 

Oldham & Son, 183, 312, 1205 

Oliver Pell Control, 1024 

Palestine Electric Corporation, 446 

Parmiter, Hope & Sugden, 183, 446 

Parsons, C. A., & Co., 546 

Peerless & Ericsson, 634 

Pena Industries, 223 

Perak River Hydro-Electric Power Co., 750, 
1024 

Permali, ana 

Peto Scott Electrical Instruments, 592 

Phoenix Telephone & Electric Holdings, 348, 


Piles Holdings, 9 » 1116 
Pinchin Johnson & Associates, 183, 1205 “ 
Pirelli-General Cable Works, 267 





Pee Bye, 312, 490 Sauate’ af, 00, ona, 98 
5 1140 


Pyrotenax, 750 
Radio Rentals, = 348, 1205 
A 
> 
Relay 
Relay Exchanges ables 
ducts, 46, 136, 750 


936 
- Industrial Pro- 


Renold Chains, 46, 1116 
Reyrolle, +e -> 546 


-» 394 
Richardsons, Westgarth mow 46, 86, 981 
Ruston & em 46, 182 
Sangamo W 592 
Scholes, George Hl. & Co., 446, 750 


ee 4 “> » & Co. (Electrical Engineers), 
> 182 

Scottish Cables, 137, 223, 1116 

Scottish Cables (South Africa), 890 


Senior Economisers, 1072 
Sigmund Pumps, 796 


Simon-Carv: 
Smith, S., & Sons tEoela), 936, 1140 
Solartron ‘Electronic Group, 1024 


Lighting & Radio, 682 


Sturtevant Engineering Co., 634 
Sun Electrical Co., 183, 1024 
——- Co., 634 
es Cowans, 546 
lor Woodrow, 592 
Telcoraph Condenser Co., 490 
Telegraph Construction & Maintenance Co., 
> I116 
Telephone & General Trust, 634 
Telephone Manufacturing Co., 137, 1025 
Telephone Rentals, 1140 
Thompson, John, Group, 47, 446 
Thorn Electrical Industries, 312, 348 
Thornycroft, John I., & Co., 842 
Tube Investments, 682, 980 
Turner & Newall, 1116 
Vactric, 222, 348, 634, 1025 
Venner, 183, 267 
Vent-Axia, 137, 1072 
Veritys, 137 
Walsall Conduits, 490 
Ward & Goldstone, Ti 348, 981 
Ward, Thos. W » 196 
Watford Electric Manufacturing Co., 546 
Weir, G. & J., 936 
Wilkins & Mi 


01 le 
Worthington-Simpson, 1025 
Yarrow & Co., 891, 1024 
Yorkshire Copper Works (Holdings), 46 


13 
Resistance casting, 868 
Resistors, Production of vitreous enamelled, 
119 
Restrictive Trade Practices Court, 657, 736, 
738, 1200 
Revo 7 Mobile exhibition show- 
room fae 
Reyrolle, A Study course, 22 
Rhodesia _ a Kariba hydro- 
to i todd ents sack 
1119, 11793 15 
Shire River hydro-clecarie project 628 
Rich power station project, 448 
River lution, 142 
Road i 


its. » 623, 
Road Research ede aT sci 
Road works, Public utilities and, 836 836 
Rogerstone 


$73 Power station, 142, 143-150, 338, 


Rolling mills: ——— for nuclear fuel elements, 
802, 829; Plant contract, 821; New 
muti legns one 3 rng aly Hd 
aero engine test 9 I 
Rotaflex (Great Britain), New showroom of, 


Rufford Colliery, friction winders at, 868 
Rugeley power station, Cooling water screens 
Or, 21 


Rural electricity supply extensions: 
for, 118, 909, 1182; Cost of, 1019 
Russia: Gas turbine for, 22; Trade with, 
228, satel 3433 gg = 
- >, <4 


ing” equipment 5 58 5 
furnaces a 1011 


Sr. Clement Danes Church, Bell ringing 
equipment at, 775 
St. Dunstan’s annual report, 1027 
St. Fillans hydro-electric pg Station, 3 
Salaries: and, 386; Electricity 
staff, 775; Power engineers’ claim, 


Scholarships: G.E.C. Tinplate Wi 21; 


a > 80; 1 Bia ~ 
ity > I 1122; 
Scottish scheme, 1198 — 
School, All-Electric, 786 
” industrial course, 420 
Science, Advance of, 451 


1O0§0; 
> 1096, 1162, 1201 
Servo mechanism company, New, 292 
Sewage gas, yo from, 870 
Sewage 


works, lant for, 11 
Shaftesbury Avenue on dene na bad failure, 





Ship, A.c. a 
Ship ropulson, Nucear power bes =. WES. 
Ships’ =. ~ 3+ nll Shaft-driven, 856; Orders 
for, 1010 
lighting: British Lighting Council 
campaign, 496, $31, 625; > ot 
Boud, 504; |! on, 968 


Short-circuit testing station, 519 
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Showrooms: Electricity Boards’, 27, 1010; 
Instrument manufacturers’, 72; Mobile, 
625, 775, 1148, 1162; Domestic equip- 
ment, 776, 1200; Lighting fittings, 966, 


I + 
Siam _ = k distribution extensions, 116 
Siemens ison Swan: Woolwich wor! 

visit, 162; Exhibition, 290; New journal, 

24; Sunderland cathode ray tube 

factory, 667; Reorganisation details, 

1047; Royal visit to works of, 1048; 

Centenary museum, 1096; Water-cooled 

power cable, 1108 
Sign design competition, 1011, 1096 
Sign installation, London Hippodrome, 517 
Sign Patents Advisory Association, Formation 

of, 21 
Signalling changeover: Main line railway, 

408; Northern Line, 480, 1162 
Silicon crystal pulling unit, 294 
Silicone compound treated insulators, by 

D. J. Dowling, 808 
Simmonds Aerocessories: Export sales con- 

ference of, 967; German subsidiary 

formed, 1198 f 
Simple circuit protection, by R. W. Bridgland, 


II 

Simplex Electric Co., E.C.A. Branch visit to 
works of, 776 

Sir Charles Parsons Memorial Lecture, by Sir 
John Cockcroft, 1069 

Sizewell nuclear power station project, 596, 

599, 628, 731 

Slabbing mill, New, 1147 

Smithfield Show, 1151 

Smoke emissions, Investigation into dispersal 
of power station, 1119 

Smokeless zones, 351 

Snowy Mountains hydro-electric scheme, 26 

Solartron Electronic Group: American agree- 
ment, 966 

“Son et Lumiére”: Displays, 19, 63, 162, 
242, 337, 389; British, by H. Hewitt, 527 

South Africa: News from, 80, 656; Rand 
railway conversion, 85; Switchgear for, 
208; Nuclear power in, 389; Birlec 
branch in, 418; New Johannesburg 
telephone exchange, 523; Electricity 
Supply Commission’s annual report, 564, 
1163; Electrical shark barriers ~ 
ments, 615, 806; Standard telephone 
instrument adopted by, 823; Rand 
Easter Show, 1011; Electricity Supply 
Commission’s new headquarters, 1019; 
Telephone equipment factory, 1098; 
Power station plant for, 1098; Booklet 
on market in, 1147 : ; 

South Denes power station, Official opening 
of, 627 

South Eascern Electricity Board: Kent 
Agricultural Show display, 102; Tun- 
bridge Wells Agricultural Show exhibit, 
306; Crawley showrooms, 389 

South Foreland lighthouse, Centenary of arc 
lamp experiments at, by W. T. O’Dea, 
1039 

South of Scotland Electricity Board: Re- 
inforcement schemes, 27, 351, 584, 837, 
937; Damages claim against, 80; Electro- 
heat productivity conference and exhibi- 
tion, 375, 880, 947; Cooking competition, 
§23; Tariff increases, 547; Hire scheme 
reintroduction request, 584; Booklet on 
structure of, 683; Meter reading experi- 
ment, 813; Dalmarnock power station 
extensions, 877; Transfer of Pinkston 
power station to, 879; Motherwell 
premises, 922; Floor warming installa- 
tions in area of, by W. Stevenson, 1073; 
Glasgow grid substation project, 1162; 
Future plans, 1201 

South Wales Electricity Board, Damages 
award against, 1048; Management con- 
ference, 1135, 1181 

South Wales Switchgear: Works visit, 20; 
New north-west area offices, 869; Scottish 
apprentices of, 1097 

South Western Electricity Board: Presentation 
to consumers, 27; Bath substation, 218; 
Rural electrification, 448, 1019, 1163; 
“ Heating for Business and Industry ” 
exhibition, 624; New hire-purchase 
terms, 879; Window display award, 921 

Southern ere Board: Fire guards 
scheme, 584; Supply interruptions com- 
laint, 584; ‘Tariff reductions, 683; 
— restored for T.V. programme, 
880; Genseat to Pewsey Vale line refused, 


974 
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Southern Outfall Sewage Works, Generating 
lant for, 870 

Southport Flower Show, 337, 418 

Space heating, Building construction and, by 
R. I. Ellarby, 596, 611 

Spain: Generating plant for, 625, 658; 
Railway modernisation plan, 1073 

Specialised publications, Guide to, 870 

Speed check equipment, Radar, 294 

Spray booth, Totally-enclosed, 891 

Standard ———_ & Cables: 75th anniver- 
sary, 19; low rectifier factory of, 1031 

Standardisation of electricity supplies, by 
E. H. Jesty, 453 

Standby plant, Gas-turbine, 274 

Staytho: “B” power station, Condenser 
shells for, $47 

Steam boilers, Advisory Committee on the 
Examination of, 206 

Steel making, Fuel economy in, by R. P. 
‘Towndrow, 674 

Steel, Peech & Tozer, Rolling mill installation 
at works of, 1168, 1187 

Steel production, Electricity and, 94 

Steel sheet, Pretreated, 84 

Steel strip production, New rolling mill for, 
1168, 1187 

Steels at high temperatures, 650 

Steelworks: Continuous galvanising line at a, 
95; Indian, 246; New slabbing mills, 
ad 1147; Electronics in the, by J. K. 

wards, 897; New strip rolling mill at a, 

1168, 1187 

Stockport centenary exhibition, 163 

Stone, W. H., & Co., Acquisition of, 116 

Storage heating, Control of, by W. K. Allen, 


557 

Stork Margarine Works, Reorganised power 
system at, 75 

Storr Lochs hydro-electric scheme extension, 
68 


2 

Strathfarrar and Kilmorack hydro-electric 
project, 159, 388 

Strauss, Mr. G. R., and the London Electricity 
Board, 16, 94, 117 

Street lighting overseas, by R. E. N. Gamble, 
510 

Strikes, Power station workers’, 774, 813 

Strip wound cores, Range of, 

Stroboscopic resonance testing, 1127 

Students’ fees, 1159 

Submarine, Nuclear, 118 

Subscriber trunk dialling system, 1078, 1109 

Substation design, by K. C. Coop, 295 

Substations: Harlow, 139; Coupar Angus, 
139; Package type, 207; th, 218; 
Ledstone remotely controlled, 268, 305; 
Broughton, 974; Glasgow grid, 1162 

Sugar refinery, Electricity tariff’s effect on a, 
by Sir Oliver Lyle, 649 

Sugar terminal lighting installation, 70 

Sun Electrical Co., New premises of, 582 

Sunvic Controls: Works visit, 291; Instru- 
ment training school, 421 

Supergrid: Northfleet-Canterbury line inquiry, 
797; Dungeness-Canterbury line inquiry, 
836; Cable contract, 923; Blyth-Tees- 
side line, 937; Harker-Clyde’s Mill line, 
974; Weybridge-Chessington line ap- 

roved, 1018; Carrington-Penwortham- 
ochdale line, 1019; Rocket fired pilot 

line used in erection of, 1019 

Superlamp, Acquisition by, 889 

Supply failures, Electricity, 305, 836, 969, 1155 

Supply reinforcement schemes: ttish, 27, 
139, 351, 584, 837, 937 

Supply unde: gs, Non-statutory, 153 

Swans, Supply failures caused by, 859, 907 

Sweden: Television in, 69; Radar equipment 
for, 71; New telephone link with Britain, 
299; Nuclear power programme, 375; 
Radar equipment for, 624 

Switch, Pneumatically-operated, 63 

Switchgear: Tropical tests on, 472; Factory 
extension, 736 779, 870; Recording —— 
behaviour, by L. J. Bamber and W. 
Weston, 1176 

Switzerland: Nuclear power station and 
district heating plant project, 585 

ae Electric Products, Proposed merger 
of, 966 


TALBOT Stead Tube Co., Annealing 
furnace installation at works of, 635 
“Talk of the Town” theatre restaurant, 
Intercommunication installation at, 470 
Tanganyika: Power supply to mine, 179 
Tankers, Motor control gear for, 776 


Tariffs, Electricity: New South Wales, 268; 
East Midlands Board, 389, 487, 751, 11633 
South of Scotland >» 547; B 
supply, 628, 896, 9373 Effect of —— on a 
sugar refinery, by Sir Oliver Lyle, 649; 
Southern Board, 683; North Eastern 
Board, 683; Reductions, 683, 751; 
Jersey, 837; Nerth Western Board, 879; 
Uganda, 880; Merseyside and North 
Wales Board, 1019, 1073; Midlands 
Board, 1119 

Tasmania, Annual report of Hydro-Electric 
Commission of, 386 

Teachers: Courses for technical college, 20; 
Part-time, 354 

Technical papers, by G. Millington, 811 

Technical writing, Premiums for, 908 

Technological awards, 253, 896, 931 

Technologists, Supply of, 1168 

Telecommunication gineering and Manu- 
facturing Association: Annual report, 
10z; Annual dinner, 972 

Telegraph service, Report of Advisory Com- 
mittee on, 354 

Telephone Manufacturing Co.: E.L.F.A. 
7 echnical Committee’s visit to works of, 

23 

Telephone systems, Performance of, by J. 
Swaffield and D. L. Richards, 827 

Telephones: uipment for Jamaica, 20; 
Cc el Islands cable, 20; French 
transatlantic cable, 21; Telecommunica- 
tion Engineering and Manufacturing 
Association’s annual report, 102; New 
standard instrument for Hull, 161; South 
African Railways project, 162; Anglo- 
Swedish cable project, 291, 299; New 
ship-to-shore link, 469; England-Jersey 
cable, 499; Johannesburg exchange, 523; 
Cardiff-Bristol coaxial system, 524; Com- 
munication equipment contracts, 564; 
Contract for dian section of trans- 
atlantic cable, 620; Round-the-world 
cable project, 622; Display of electrical 
and mechanical aids to installation and 
maintenance, 644; Radio equipment 
for Hong Kong, 737; Cable for Vene- 
zuelan project, 737; Standard instrument 
for S. Africa, 823; Cordless switchboard 
installation, 917; Bristol subscriber trunk 
dialling system, 1078, 1109; South 
African equipment factory, 1098; New 
type kiosk, 1186; New Zealand trunk 
network, 1199 

Television: Tax on repaired tubes, 16; —— 
in Sweden, 69; B.B.C. Folkestone trans- 
mitter, 160; I.T.A. Isle of Wight trans- 
mitter, 247; B.B.C. booklet on, #7 

A. 
B.C. 





Microwave tink for Orkneys, 373; I. 

Isle of Wight transmitter, 386; B. 

Folkestone “translator,” 419; Manu- 

facturers’ rental plan, 568; Australian 

equipment contracts, 580; Camera cable, 
; tube manufacture, 667; 

Colour tests, 909; British equipment 
for German studio, 967; —— recording, 
by J. Redmond, 1036; Equipment for 
Italian nuclear power station, 1049; 
Bulgarian station contract, 1164 

Telex exchanges, New automatic, 204 

Test house, Fuel flow, 71 

Texas Instruments, New works for, 375 

Theatre kitchen inter ication installa- 


tion, 470 
Thermal Insulation (Industrial Buildings) Act, 
292 











Thermonuclear exhibition, 1185 

Thermonuclear fusion research, 159; Informa- 
tion “ de-classified,” 426 

Lene “amen processes convention venue, 
1061 

Thermonuclear reactions, Controlled, by 
D. W. Fry, 1128 

Thermoplastics and the electrical industry, by 
M. Steward, 176 

Thomas Hawksley Lecture, by Dr. L. L. 
Beranek, 1040 

Thomas, Richard, & Baldwins, Continuous 
galvanising line at works of, 95 

Thompson, John, Russian party’s visit to 
works of, 248 

Thorn Electrical Industries: 
building, 21 

Thorpe Marsh power station: World’s largest 
boiler for, 943, 986; Pumps for, 1098; 
Turbo-generator for, 1134 

Titanium annealing furnace, 970 

Tomato =, Giant, 337, 419 

Towers, Portable inspection, 660 


New office 
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Tractor control, * a auc of system of 
automatic, I 

Tractor plough, Electric, 623, 651 

Trade Fair, Lisbon British, 118 

Trade, Pattern of, 1030 

Trade Unions, Chief Registrar of Friendly 
Societies 1957 report on, 923 

Trades Union Congress: Agenda, 383; 
Presidential address, 4155 
452, 478, 521; ——— and the E.T.U., 1200 

Train announcer, Automatic, 730 

Tramways, Abandonment of ae “he hg 

Transatlantic communications, 
Mumford, slcpho 

Transatlantic ‘tel me cable, Contract for 
Canadian pre: 2 of, 620 

Transducers, Electromagnetic, by M. T. 

Kincardine-on-Forth power 


Mason, 757 

Transformers: 
station, 373; Tanks for, 472; Northern 
Ireland contract for, 623; Buried dis- 
tribution, 942, 964; iba hydro- 
electric scheme, 1010; Tennessee Valley 
order, 1050 

Transistor digital computer, by R. C. M. 
Barnes and J. H. Stephen, 871 

Transistor manufacture, 785 

Transistors and semiconductors, International 
convention on, 316, 656, 1030, 1060 

Transmission lines: Lancashire scheme in- 
quiry, 351; Canadian experimental e.h.v., 
418; Equipment for erection of, 427; 
Overhead —— in villages, 487, 1163; 
Larne Lough submarine, 683; Northfleet- 
Canterbury inquiry, 797; Dungeness- 
Canterbury inquiry, 836; Supergrid 
Cable contract, 923; Blyth-Tees-side 
route, 937; Scottish 275 kV, 974; Vale 
of Pewsey consent refused,974; Thornaby, 
975; Weybridge-Chessington, 1018; Car- 
rington - Penwortham - Rochdale, 1019; 
Rocket fired pilot line used in erection of, 
1019 

Transmission towers, Compensation to farmers 
for, 547 

Trawsfynydd nuclear power station project: 
Consent granted, 250, 289 

Trolley-buses: Colombo, 27; British, 204; 
Wolverhampton, 218; Bradford, 218, 
584; Newcastle-on-Tyne, 306; Belfast, 
351; Maidstone, 487 

Tropical tests of switchgear, 472 

Truvox, New premises of, 374 

Tunbridge Wells and South Eastern Counties 
Agricultural Show, 306 

Tungsten trioxide, E.R.A. report on electrical 
properties of, 834 

Tunnelling machine, ge og gears for, 162 

Turbo-generator, Order for Britain’s largest, 
1134 


Ucanpa: Fort Portal supply scheme, 27; 
New electricity tariffs, 880; Electricity 
supply extension, 937 

Uganda House opened, 737 

Underground railways: Proposed new, 204; 
New rolling stock for, 218, 330; Northern 
Line automatic signalling, 480, 11625 
Cuts in services, 584; Prototype trains 


for, 661; New traverser for, 923; District 
Line modernisation, 1073 
Unilever, Merseyside power station of, 1168, 


UNIPEDE: Lausanne congress proceedings, 
99, 171 

Unit generating plant, 51; by H. Topley and 

. Nicholson, 2 

United Kingdom Atomic Energy Authority: 
Annual report, 187, 194; Capenhurst 
factory of, 209; Anglo-American agree- 
ment, 290; Hand and clothing monitors 


for, 337; Computer for, 522; Nuclear 
pressure vessel for, $7} Electrification 
of factories of, by J. Binns and W. J. 


Outram, 948; Plant for Harwell, 1049 

United States: Tennessee Valley Authority’ s 
25th Anniversary, 11; Proposed Euratom 
agreement, 22; Induction furnaces for, 
22; Nuclear energy agreement with, 52, 
290; Nuclear power in, 316; Low power 
oo table reactor, 335; Education in, 354; 

mestic appliances in, 383; Atomic = 

for Europe, 389; Generating p 
capacity in, 496; Activities in the Sieve 
equipment sphere in, by Mary Gilbert, 
743; 1957 electrical trade, 918; Home 
economics in, by Mrs. E. M. Pickford, 
960; Manufacturers’ mergér proposal, 
966; Transformers for, 1050 

University research needs, by Prof. F. C. 
Williams, 695 

University students, Awards to, 81 

Upper atmosphere, Phenomena in the, by 
J. A. Ratcliffe, 645 

Uruguayan-Argentine 
ment, 628 


hydro-electric agree- 


VACTRIC, New headquarters of, 1048 

Vacuum cleaner, Historic, 777 

Vajont Dam project, 179 

Vancouver Island power cable link, 116 

Van den Berghs and Jurgens, Reorganised 
power system at works of, 75 

Venezuela: Mobile a for, 290; 
Large boiler for, 569; elephone cable 
for, 737; Lake Maracaibo submarine 
power cables, 875 

Vienna Fair, 248, 470 

Vitreous enamelled resistors, Production of, 
1193 

Vitreous heat-resistant material, 202 

Volta River hydro-electric project, 316 

Voltage regulation, Magnetic amplifier, 1123 


Wases: Engineering workers’, 19, 335, 
373, 418, 496, 568, 657; Ulster electricity 
supply workers’ » 713 Electricians’, 291; 
Plumber jointers’, 775; Electricity supply 
workers’, 821; Cablémaking industry, 
867 

Walsall all-electric flats, 1099 

Washing machines, Production of, 9 

Water heaters, Survey of thermal storage, 


1064, 1097 ; 
Water heating, E.R.A. report on coal-electric, 
635 
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Water, Lowering of oxygen content in hydro- 
electric plants, 411 

Water main pumps installations, ye 

Water-Tube Boilermakers’ Association: 
— Trade Practices Court proceedings, 


Water? weiie pumping plant installation, 247, 


Weir, 2%. & j., Nw oe in, 1198 
Weir-Catton, Formation of, 162 
Wels: Protective oe for, 138; 
Research in, by P. L eas, 2d, 88, i, 
Conference, 2473 British — 
tion’s annual report, 602; [5 and 
gas —— charts, 660; E.R.A. report on 
aluminium, B53 Resistance casting tech- 
nique, 868; Trends in, by J. Strong, 962 
Welsh Development Corporation, 568 
West Thurrock power station, Precipitators 
for, 207 
Whaling, Electric, 82 
Whessoe, Booklet on history of, 71 
Wiggin, Henry, & Co., Extensions to Hereford 
works of, 621 
= 4% A ” power station, 228, 233-239, 
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